MANUFACTURERS 
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Public Power Myth 


A DVOCATES of government ownership always present their 
socialistic schemes to the public as bargains. Socialized power is 
represented to voters and potential customers as cheaper than power 
from a privately owned utility company. And so it is—on the electric 
bill. But these same proponents of public power conveniently neglect 
to mention its indirect'costs. They forget to state that public owner- 


ship increases taxes on private incomes and property and increases 
public debt. 


The Public Service Commission of Bamberg, S. C. is one of the 
latest examples of those who have yielded to the temptation by con- 
tracting for “cheap” public power from Santee-Cooper. Maybe they 

‘have been influenced in their decision by the morally debilitating 
thought that it offers a chance for the taxpayers of Bamberg to get 
some kind of a return for the increased taxes they will pay. 


Colonel James R. Risher, one of the members of Bamberg’s 
Commission, however, has refused to sign the contract with Santee- 
Cooper. He is against “the encroachments of state and federal power 
on private enterprise because it tends toward socialism.” 


Colonel Risher is an intelligent man who has the moral courage 
of his convictions. Manufacturers Record congratulates him. 








What are your plans for the rest of 1951? Do you want to widen 
your horizons? Reach out into new territories? Open up new plants? 
Expansion and modernization problems must be solved quickly and 
economically. 


The Harte area shown above is more than just a map. It is your 
opportunity to have the best design engineers plan your new plant 
or existing plant expansion, anywhere in the United States. To have 
your construction handled without delays. To have the entire job, 
from plans to finished operating plant, under one single contract 
and responsibility. 


Whatever your engineering needs might be, phone, wire or write 
us your plans and a Harte engineer will call on you promptly from 
either our Atlanta, New York or Des Moines office. 


JOHN J. HARTE Co. 


ENGINEERS e CONSTRUCTORS 


if 
you plan to 
expand... 
anywhere! 


Industrial Plants 

Commercial Buildings 
Chemical Process Plants 
Fertilizer Mixing Plants 
Granulating Plants 
Amonium Sulphate Plants 
Sulphuric Acid Plants 

Triple Superphosphate Plants 
Single Superphosphate Plants 


Warehouses 


New York, 295 Madison Avenve 
Des Moines, 200 S.E., 34th St. 











To Help Produce the 
STEEL 


America Needs! 


MERICA’S need for steel is BIG . . . and/ 
getting BIGGER! To make that steel, 
Republic is starting construction of a battery 
of 63 coke ovens at Birmingham, Alabama 
. and is enlarging two open hearth 
furnaces at Gadsden, Alabama. 


A Lot of Coke 
When completed, Republic’s Birmingham 
ovens will produce about 400,000 tons of coke 
a year. This new supply of coke will enable 
full capacity operation of all four Republic 
blast furnaces in its Southern District. 


A Lot of Steel 


Republic’s two open hearth furnaces at 
Gadsden now have an annual capacity of 
95,000 tons each . . . which will be increased 
to 131,000 tons each when the work of en- 
larging these furnaces has been completed. 


A Huge Expansion Program 
These new developments are an important 
part of Republic’s huge expansion program 
throughout its great national network of 
plants, mines, and mills. This program 


REPUBLIC 


will cost Republic hundreds of millions of 
dollars. But that will be money well spent, 
for many additional hundreds of thousands 
of tons of new steel will be produced to 
meet America’s new needs. 


New Names on the Payroll 


This latest expansion of Republic's steel- 
making capacity will provide employment 
for many more men. And these additions 
to Republic’s annual payroll will run well 
into many dollars . . . again, money well 
spent—for Republic’s communities as well as 
for the nation. 


What Does This Mean to YOU! 


It means more top-notch steel for the defense 
of our country. It means better assurance of 
a continuing supply of steel for civilian use, 
after the nation’s military requirements have 
been fulfilled. It means more jobs and more 
stable economy. Its short . . . bere is another 
typical example of our Free Enterprise System 
at work—the Profit and Loss system that has 
built our America from a band ful of frontier 
villages to the greatest, freest nation on earth. 


STEEL 


__ Republic Building, Cleveland 1, Ohio 


A GOOD PLACE TO worx- 
’ & GOOD PLACE To STAY 
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(Photo by courtesy State News Bureau of North Carolina.) 


Main mill building, Woonsocket Falls Co., Wilmington, N. C. Size 513 ft. x 610 ft. Engrs.-Archts.. The McPherson Company. Green- 


ville, 8. C. Builders, McKoy-Helgerson Company, Greenville, S. 


Steelwork fabricated at Roanoke Plant, Virginia Bridge Co. 


SEVEN ACRES of production elbou-room UNDER ONE ROOF 


Typical of modern industrial planning 
and construction, this new 7-acre plant 
building of the Woonsocket Falls Com- 
pany, Wilmington, N. C., windowless 
and air-conditioned, provides the struc- 
tural requirements essential to maxi- 
mum production efficiency. It is typical, 
too, of the adaptability of steel to indus- 
trial construction, regardless of size, 
type or design. Equally adapted is 


VIRGINIA BRIDGE structural steel en- 
gineering, fabricating and erecting 
service. Supported by unlimited ex- 
perience, VIRGINIA BRIDGE offers in- 
dustrial construction throughout the 
South and Southwest, the adequate fa- 
cilities of three large fabricating plants 
at Roanoke, Va., Birmingham, Ala., and 
Memphis, Tenn. 


INDUSTRIAL CONSTRUCTION 
4A “lypeer 


Virginia Bridge Company 


ROANOKE BIRMINGHAM MEMPHIS NEW YORK ATLANTA DALLAS 
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bomden, No. 


€ BTR BLANKS AND FORMS 100,000 
“~, BOTTLE CAPS IN EIGHT HOURS 


@-Production Die Still Going 
*Strong After Four Years’ Service 


kes a long time to wear out a die 
's made from BTR. This popular, 
rdening grade was selected by the 
-mM. Hollingshead Co., Camden, N. J., 
this high-production die that blanks 
forms 1-in. bottle caps from tin plate 
most fabulous quantities. Hardened 
ockwell C-61, the die is redressed 
t every three months. Records kept 
yilliam Schaefer, machine shop fore- 
show that the die recently produced 
632 caps between grinds. Such re- 
indicate good tool design, correct 
-treatment and grinding . . . and 


t versatile of Bethlehem fine tool steels. 
's safe-hardening in oil at 1475 F. It 

close dimensions during heat-treat- 
“Ment, has high resistance to wear and 
shock. BTR is an economical grade to 
buy, and it’s easy to machine and heat- 
treat. There’s not much more you could 
ask of a general-purpose tool steel ! 


Our Tool Steel Engineer Says 


Reduce tool failures by 
removing “‘feather’’ edges 


A “feather” often remains on the work- 
ing edges of tools after they are ground. 
Especially on cutting tools, it is best to 
remove these irregularities. Otherwise the 
cutting edge will get dull or fail prema- 
turely. The experienced shop man carries 
a stone in his pocket for touching up such 
edges, for he knows that removing 
feather edges pays off in longer tool life. 


This die of Lehigh Ss | we large dents in 3-in. steel 
tubing which is then fitted with baffles to make an 
efficient flue for space heaters. 


Lehigh S Solves Problem for 
Space-Heater Manufacturer 


In setting up the production of their 
patented “Heat Trap” flue for gas space 
heaters, the Day and Night Manufactur- 
ing Co., Monrovia, Calif., needed a tool 
steel w ith the absolute maximum of wear- 
resistance. The design called for a series 
of indents in a steel flue, staggered and 
baftled so as to retard rising hot gases 
in the flue and deflect them from side 
to side. 

Lehigh S was the logical choice. This 
high-carbon, high-chromium grade (2.05 
pet C; 12 pet Cr) has the highest 
hardness of all Bethlehem tool and die 
grades, ranging up to Rockwell C-66. 
And that’s hard! Used for the form 
punches and inserts at wear points for 
the forming die illustrated, Lehigh S has 
given long service, requiring no mainte- 
nance after putting indents in more than 
300,000 pieces of 3-in. steel tubing. 


Heavy-Duty Shear Blades 
Made to Your Order 


When you buy Bethlehem Shear Blades 
you get the benefit of our many years of 
experience in making all our own spe- 
cialty shear blades for cutting sheets, 
strip, billets, bars, and plates in our own 
plants. Making our own shear blades in- 
volved many years of special develop- 
ment work in tool steels, and in blade 
design, heat-treatment, and grinding 
techniques. But we developed this prod- 
uct because we needed better blades than 
we were able to purchase, blades better 
able to stand up under heavy shock and 
high wear. 

Bethlehem Shear Blades are usually 
made from Lehigh H, Lehigh L (for 
better shock resistance), or Lehigh S 
(for greatest wear-resistance where 
heavy shock is not a factor). Some are 
made from our hot-work and shock-re- 
sisting tool steels. 

Among our specialty blades are: flying 
pinch knives for continuous sheet-strip 
mills, resquaring shear knives, heavy- 
duty krives for plates, rotary slitters, and 
many special-purpose blades. 

Bethlehem blades have established fine 
performance records in the most severe 
types of shearing service. If you use 
blades requiring high-alloy tool steels let 
us tell you what we can do for you ih 
supplying shear blades specially de- 
signed to your requirements, 


Rotary aie and shear cor aoe moe of : h H, 
f most popu ag -carbon, fe 
ceeviens tool steel—for maximum production sea 


a. 
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FROM KEEL TO CATAPULT- 
@ carrer counts on con! 


Meet the pride of the fleet—the sleek aircraft carrier 
that can move Navy air power swiftly to almost any trouble 
spot on the globe. A carrier like this weighs 50,000 tons— 
most of it steel. And making all that steel—from keel to cata- 
pult, from stem to stern, takes coal—on a better than ton-for- 
ton basis! 

This year, the steel industry will use 100 million tons of 
coal to make steel for America’s military and civilian needs. 
Coal is also vital to other big industries. The railroads, the 
public utilities and the manufacturing industries—rubber, 
chemicals, automotive—each uses millions of tons of coal 
each year. Aad close to 100 million tons of bituminous coal 

hands of retail dealers—for home heating 


producing companies. In recent years, these progressive coal 
operators have invested hundreds of millions of dollars in 
research, new coal preparation plants and mechanized equip- 
ment—all aimed at producing an increasingly better product, 
for greater utilization. 


Granted a continuing supply of necessary equipment, 
transportation and trained man power, America’s independ- 








ently owned and operated coal mines will produce all 





the coal that's needed to continue to power the nation’s 





progress, in peace or war. 





BITUMINOUS u COAL 


BITUMINOUS COAL INSTITUTE 
A DEPARTMENT OF NATIONAL COAL ASSOCIATION 
WASHINGTON, BD. C. 
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NEW AND EXPANDING PLANTS 





COMPILED FROM REPORTS PUBLISHED IN THE DAILY CONSTRUCTION BULLETIN 


ALABAMA 


oer — Utica Knitting Co., Plan 
9, modernization pro awat calling tor 
insiallation of new machinery and equip- 


mn RIRMIN GHAM—W. B. Baker & Son, milk 
processing cant Atlanta Highway, $40,000. 
INGHAM —- Connor Steel Co., addi- 
tion to existing plant, 000. 
ruse-Crawford Mfg. Co., 
i Duiding. 2201 Ave. B. 
ry-Me-Bottling Co., 528 
; ; aadition to bottling plant, 5th 
Ave. e 31st S 
BIRMINGHAM — Woodward Iron Co. 
plans for 30 new coke ovens and other addi- 
— to Be oe $3,600,000. 
W. T. Smith Lumber Co., 
bolle. cae 


$250,000. 

EC R—Chemstrand Corp., multi-mil- 
lion dollar plant for qaverves ot synthetic 
fibers, on a 656-acre 

FAIRFAX—West Point Mfg. Co., additions 
and rene to m 

GADSD N_ Borde vo ‘Lily Ice Cream Co., 
addition poe remodelin: es. $55,720. 

MUSCLE SHOALS— Washing- 
ton, D. C., chlroine-caustin plant’ in Muscle 
Shoals area. 

RAGLAN D—Ragland en ret Co., 
tion va “Tye petty plant 

BIVERDALE—Wes oint Mfg. Co., one- 
sory eitice building” Riverdale Mills, $35,- 


SELMA—Southern Bell Telephone & Tele- 
graph Co., 1620 Hurt Bldg, Atlanta, Ga., 
telephone building. , 


remodelin 


excava- 


ARKANSAS 


BAUXITE — Aluminum Co. of America, 
Pittsburgh, Pa., plans new alumina plant 
near Bauxite; to be operated by Aluminum 
Ore Co., whoily-owned subsidiary of Alumi- 
num Co. of America. 

CONWAY — Ward Body Works, Dave 
ware to lant for manufacture of bus 


FORT SMITH — eg Cup Co., Easton, 
Pa., warehouse; part of a $1,500,000 expan- 


sion oc program. 

Y—Tom Burns, Gentry & Harlin 
Gillespie, "Tuise, Okla., plans poultry pro- 
cessing 

JONES M MILL—General Motor Corp., De- 
gg Mich., plans erection of factory build- 
ng 


FLORIDA 


oe fe American Termi- 
oaks Inc., 3721 N 54th St., Miami, fac- 
or 


"satt th St. 
HiaLeAN Hialeah Industries, 254 E. 5th 
St., factory 4 N. 37th Ave. 
HIALEAH—Seaboard Airline Railroad Co. 
alterations and addition to pasenger and 
freight station for Universal Carloading & 
me eK Co, 
WOOD—Searl Food Corp., 2040 Lee 
St a Ohaition to warehouse, Scott” St. & 2ist 


$32,000. 
‘JACKSONVILLE — Lehigh Portland Ce 
ment Co., Allentown, Pa., plant near Jack- 


bag 000, 
LAFAYETTE—J. Wilton Jones Co., New 
orleans "warehouse, Monroe & Cameron St. 
rewton gpa Co., plans 


remodelin > nciatioe on 
dating but Nelson’ & Co., Inc., 
ofice Bera 


NSACOLA — Acmoreas Cork Co., ex- 
am, $1,000,000. 

TA ‘ampa Coca-Cola Bottling Co., 
has acquired tract in the Estuary as site for 
modern new plant; no immediate plans for 
building. 


DADE 


one-story 


GEORGIA 


— bald formerly os Bo 


eet gy 
Whitesvare, oe 


v CORDELE —G 


KENTUCKY 


IREA—Berea_ Ru ee os 5 Meee eee 
of Parker feasts 
, Ohio, construct! ing ease *rub- 
HENDERSON—Osborn Mfg. Co., has mod- 
ernization poeere un vty Hori will install 
a new 200-horsepower beiler, coal silo, and 
coal handling equipment; alternations 
to heating and air conditioning systems. 
OWENSBORO—Green River Steel Corp.. 
ne of an electric-furnace steel 
plant. 


LOUISIANA 


BATON ROUGE—Ideal Cement Co., con- 
version of Sinter Plant into a modern ce- 
ment plant, $4,000, 

CHALMETTE—American Sugar Refining 
Ber new steel storage warehouse 

ENTON—Fenton Rice Cooperative, seed 
ving drier, $65, 


Pa ca MARRERO—Johns Manville Corp., ware- 


NEW ORLEANS—Chrysler Corp., to op- 
erate the Michoud Plant Gentilly, for engine 
assembl Pan for the Army; new wharves 
will be 

NEW ORLEANS! General Truck Co. 424 
Girod_St., on sales and service build- 
ing, Calliope rs wi low Sts. 

NEW OBLEANS—Gulf Bottlers, Inc., 1032 
Baronne St., one-story manufacturing and 
office area addition to existing building. 





New and Expanding Plants 
Reported in February—180 
Total for 


First Two Months of 1951 
382 


First Two Months of 1950 
387 











NEW ORLEANS—D. H. Holmes Co., elec- 
trical work for construction of one and two- 
story warehouse, 4019 Euphrosine St. 

NEW ORLEANS—Henry J. Kaiser Co., 
Oakland, Calif., aluminum plant in New Oor- 
leans Metropolitan area. 

ST. BERNARD Kaiser Aluminum & 
Geemice Corp., Oakland, Calif., plans new 

000,000 pound a year aluminum reduction 
plant and a oower oor ee on site in St. 
rnard Parish, $79,000 


MARYLAND 


YLAND — Chesapeake & Potomac 

Bag hone Co., plans expenditures of $992,- 

or improvement and ex jon of tele- 
pe facilities in Maryland. 

gage oe ere Automatic Products 

acqu’ approximately haygig? of 

jacent to Owens Yacht Co. ans- 

near Bear Creek, as site tor branch 


BALTIMORE—The Coca Cola Prog altera- 
tions to building 1215 E. Fort 

BALTIMOBE—Continental pang rh Inc., 

3500 E. Biddle St., $400,000. 
ern Hill & Bey altera- 

a ng ac Dukeland St. 

IORE COUNTY — Bendix Radio 
Rd. Towson, building Joppa 


— Henry Hagel, 4307 Nor- 
: studies for proposed malle- 


BALTIMORE—Pompeian Olive Oil Co., 
ill construct yg seam ion io manufacturing 


. Hwy., $25, 
BALTIMORE — Blair W. Rairigh, 4001 
Falls Rd., machine shop building, 1503 W. 
41st St., $34,500. 
BALTIMORE COUNTY—Baltimore Coun- 
ty Distillery Co., storage warehouse, Monu- 
mental Ave., $40,000. 


SPARROWS trol BR. BALTIMORE— 
Bethlehem Steel hag ex: ion program 
for Sparrows Point Mills, $74,000. ‘ 


CLARKSDALE--Strutwear, Inc., 
polis, Minn., new factory, $375,000. 
CLEVELA!!D—City plans voting on $250,- 
000 bond issue for expansion of Baxter Lab- 

oratories. 

FEBNWOOD — Indianapolis Wirebound 
Box Co., box factory, $252,450. 

GRENADA—Grenada Peguateies. Inc., en- 
largement of hosiery mil 

GREENVILLE — Penal E. Mallett & 


Assocs, Archt, for propoaes one new Alexander 
Smith Carpet plant 000,000. 
LAUREL—Coco Cola Bottling Co., plant 


and service re © $179, 
NEW _ ALBA oard of Supervisors of 


Union County, factory additions and altera- 
tions to Stratford Furniture Co. 
w so fem ESBORO— . d of Sup. 
ayne Coun ve eeory 
leased to Wells dl Corp., 


Minnea- 


rvisors of 
iding to be 
Chicago, Til. 


ae shige reg ay Purina Co., Kansas 
City, Mo., plans $1,000,000 warehouse and 
feed’ mill in lower Sussex County, Delaware, 
near ggg just nroth of the Maryland 


State 

FAX—Ceco Steel Products Co., es- 
tablishment of a branch warehouse and of- 
fice pulitine. 

KANSAS CITY—Union Wire gg 
Boao. rogram; erecting five new mibdinae. 
shone aa 
it 


ADISON—Dow gon Pa, 
rae 
, plant, which it recently 
a continuous magnesium 


NCE—Farm get md Service 

Co. of Missouri, Inc., fertilizer plan‘ 
aaa KANSAS CITY —_Pitteburgh Plate 
Glass Co., new regional office and warehouse. 

GEDALE—Lever Brothers Co., manu- 
facturing plant and warehouse, Pennsylvania 
Aves. & Belt and Terminal 
Tipghs $5,000,000. 

T. JOSEPH—Dannen Grain & Milling Co.. 
oe... <2. ce angen pl a engineering for 
new processing 

ST. LOU 
500 _ Bittner, 


~~ Lithofold Corp., 
printing ting plant and warehouse. 

a Publishing House, 
ant — 


iT. utman Handling, Inc., 
1615 N, 11th St., transfer garage and loading 
lock, Third & Barton. 
ST. UIS—Evans Howard Sewer Pipe 
Co., dryer beueine. $75,000. 

ST. LOUIS—Charles & Frank Kercheval, 


Chouteau, will constiett tire recapping 
er 3 and nd salesroom, $60.0 $60,000. 


Dairy Co., 7410 


E raat lant aait 
at ge Pe a we 
Cia. & Sons Rope Co., 
y, "Geechee 2809 Hamilton 


ST. LOUIS—Mallinckrodt Chemical Works, 
2nd & Mallinckrodt laboratory warehouse, 


000. 

ST. LOUIS—Manufacturers Railway Co., 
2927 S. Broadway, truck terminal, Bar- 
ton, $200,000. 

ST. LOUIS—Purex Corp., 9300 Rayo Ave., 
a Gate, Calif. factory and office, $300,- 


ST. yh ors ven-Up Co., office building, 
& Delmar Bivd. 

ST. Ea ine. 1301 N. 6th St., 

warehouse, 

xf Lou 


Mae, $300, 


Lou isan ‘ancisco Rail- 
aon to re lane ere old Fort Worth 


with n combined 
office building and freight station. 


(Continued on page 10) 








NEW AND EXPANDING PLANTS 





(Continued from page 9) 


LOUIS—Transport Mfg. & Equip 
oth 7 Allen, Kansas City, freight ce 


NORTH CAROLINA 


BUTNER—Henfine Mills, New York, N. 
Y., branch hosiery mill. 

CHABLOTTE—Barnhardt Mfg. Co., addi- 
tion to plant, $105,000. 

DOUBLE SHOALS—Slater Brothers, Inc., 
agg = - weaving plant, Double Shoals 

arn 

EAST See ee = Mills Corp., 
expansion program of 

FUQUAY SPRINGS—Cornell- Dubilter Le 
tric Corp., South Plainfield, N. plans 
establishment of an elecirical BE 
pla 

GREENSBORO—Cone Mills Corp., Greens- 
boro, plans merger with Dwight Mfg, Co., 

ton, Mass. 

HENDERSON—Henderson & Harriet Cot- 
ton Mills, pone for expansion program; ad- 
ditions will be made to Mills at both North 
Henderson and South Henderson, $2,000,000 

HIGH SHOALS—Carolinian Mills Inc., 
weaving and spinning building, $306,787. 

ROANOKE RAPIDS—Roanoke Rapids Tex- 
tile Mills, water filtering facilities, $140,000. 
ones Cotton Mills, ad- 

tion. 

SANFORD — Sanford nO Shops, 
enlarging Sanford Plant, $150, 

SILER CITY—I. Schnierson. ne Sons, Inc., 
plans 5 a size of plant. 

'ON—Port City Hosiery Mills, 


ee eo acquired Chadbourn Hosiery Mills. 


OKLAHOMA 
CHOTEAU—Coronado Pa 


per Co., paper 
lant on private grounds outside the Okla- - 


oma Ordnance Works Area. 


McALESTER—McAlester tg Oil Mill 
Co., expansion program, mrt 
ee Gy; 
plant on Oklah 
south of Pryor. 
TULSA—Union Bus Terminal, 4th & Cin- 
cinnati, remodeling gas station. 
WAGONER—Apex Aluminum Co., alumi- 
num smelting plant in Wagoner, $40,000,000. 


Co. paper 
nance Works site 


SOUTH CAROLINA 


AEREN Crees Construction Co., H-Bomb 
plant 

BATH—Dixie Clay Co., repairs to Mc- 
Namee plant. 

eager gt Aad Knitting Mills, 
siery mill, $1,500,000. 

BISHOPVILLE — Reeves Brothers, Inc., 
finishing plant on 70-acres of land between 
aS and Lynche’s River. 

Electric 


ho- 


Y—Broad River Rural 
rative, Inc. a. building and general 


‘quarters, 
s Cotton Mills, Lancaster, 
race Bleachery, 

“GRANITEVILLE. Graniteville Co., instal- 
lation of a new 100,000 pound per hour 
steam boiler. 

GREENVILLE — Marchant Textile Co.. 
Inc., new office ee 3 nee he ——e on 10- 
acre tract near Municipal Airpo 

HARLEYVILLE—Giant Portland Cement 
Co., applied to National Security Resources 
Board for certificate of necessity for expan- 
sion of facilities; increase capacity to 1,- 

barrels a year. 

LAURENS Piedmont LN rey Coopera- 
tive, has REA loan for expansion 
and improvement of ‘ae ephone service on an 


area-coverage bas’ 

SALUDA—J. T. ards, Pres. of Pal- 
metto Full- Fashioned | Hosiery Mall, Inc., full 
fashioned hosiery mill, ,000. 

WINON 


a A—E. I. DuPont de Nemours & 
0., 
of a 


Coo 
hea 


to exercise options to purchase a tract 
roximately 900-acres of land on Pee 
iver; use of land not yet decided. 


CHATTANOOGA—The Wheland Co., 2800 
Broad, plant for manufacture of guns, $15,- 


COLt uaa. 1. du Pont de 


f ag f Morris Count "seeeas cquired ule ~ 
ings of Mo: y 
probable conversion into a cellulose sponge 


XVILLE — Southern Bell Telephone 

4 7 Co., Atlanta, Ga., dial office 
‘MEMPHIS— IS—E. I. DuPont de Nemours & 
build a unit for commercial pro- 


Co., 
Sonu “of hydrogen —_— 225-acre 
site loca at Fite fe RA Route 51; build- 


ing of the first ce a sodium cyanide plant, 
started last inns : 
finin: 


HIs—Guif 
ag Third St. > Pima 


oe a service sta- 


OAK RIDG Atomi 
mission, — laboratory building 


ONEIDA — Tennessee Steel Corp., steel 
mill; $10,000,000. 


TEXAS 


AMARILLO—Atomic Energy Commission, 
eae building, transportation 
ops, and new ramps and modifications to 
exictin ramps, $1,500, 
‘AMAR "Panhandle Trailways, — 
new building to replace one destro 
+k Bes be constructed on same site, sot W 
ATHENS—wWilliam B. red Tyler, plans 
ae lete for business buildin 
USTIN—Schuhmacher Con * 400 San_An- 
sae St., plans one-story warehouse, Bolm 


Rd. 

BEAUMONT —Glazer Wholesale Drug Co., 
dine St. Dallas, warehouse and office 
bui 

CORPUS CHRISTI—Reynolds Metals Co., 


(Continued on page 12) 








! 
2 


2100 N. LEWIS 





Losing time means losing profits, but an ALLIED 
is on the job promptly; ready to 
serve for a long, long time. Low initial cost and low 
maintenance cost plus extra long life . . . ALLIED 
STEEL BUILDINGS are versatile, tool 
lengthened, shortened . . . even moved, with almost 
100%, of the original material salvaged. They always 
fit your specific needs because they are custom built 
from inexpensive standard sections. Weathertight 
and fireproof, ALLIED STEEL BUILDINGS can be 
furnished insulated or with asbestos covered roof. 


STEEL BUILDING 


Write for catalog 


ALLIED STEEL PRODUCTS CORP. 


TULSA, OKLAHOMA 


a 


Can be 
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Which twin is in the South? 


Tuars an easy one to answer... for the sun For here in the South...all along the 
and the South just naturally “go together,” 8,000 mile Southern Rgilway System...a 
right around the calendar! unique combination of bountiful resources 
and natural advantages spells out year-round 
“opportunity” for industries of all kinds. 


But a friendly thermometer isn’t the only 
reason so many up-and-coming factories are 
locating in this nature-favored land. . “Look Ahead—Look South!” 

Cawael E. Rows 


= 
President 


SOUTHERN RAILWAY SYSTEM 


The Southern Serves the South 











“NASHVILLE BRID 


NASHVILLE TENN 





(Continued from page 10) 


Reynolds Metal Bidg., Richmond, Va., alumi- 
num reduction Sent ‘in tee Christi area. 
CORPUS CH — Sunshine Laundry, 
Inc., 1310 Leo ing St., laundry building and 
Swantner buildin 
.AS. ~tleken “Rubber Co., 
sion, Inc., 1710 N. Market St., warehouse, 
Dragon & Howell Sts. 
LLAS—Lone Star Steel Co., 
integrated steel plant. 
D. .AS — Neiman-Marcus Co., 2620 N. 
Haskell St., one-story warehouse, $450,000. 
DALLAS—Texas & Pacific Railway Co., 2 
warehouses, $249,513. 
EL PA — Bowman Biscuit Co., ware- 
house and office building, Wyoming St. 
FORT WORTH—Consolidated Vultee Air- 
craft Corp., alterations to an existing build- 
ing to convert it to an engineering test lab- 


oratory, 
WORT H—International Mineral & 
ng. 


Sales Divi- 


complete 


FORT Wi 
Chemical Co., office buildin 

FORT WORTH—Lucerne Milk Co., 
story fluid milk plant, 
Hudgkins Sts., $500,000. 

FREEPORT & VELASCO—Dow Chemical 
Co., Freport, constructing additions to chemi- 
cal 1 plants, Freeport and Velasco. 

STON—Adolphus Rice Mills, Inc., A- 
bomb shelter and warehouse building 4600 
Cilnton Drive, a part of a $2. 
oxpenmce rogram 

STON — Anderson Clayton Co., 14th 
Floor Cotton Exchange Bidg., office addition 
and remodeling present building into a cafe- 
teria, Wuitman St. at West Ave. 

HOUSTON—Carpenter Paper Go. Omaha, 

Nebr., plans a ok office and warehouse 
building, 66th Wayside Drive. 

STON—The Dickson Gun Plant, c/o 
Hughes Tool Co., 5424 Polk Ave., remodeling 


n plant. 
HOUSTON—Federated Metals Div., Amer- 
— Smelting & Refining Co., 9000 Market 
Road, plant building. 
Sto STON—Goodall Rubber Co., 
106 Maury, office tae 
Hempstead An ag yy: 
HOUST 
National” Bank Bidg., 
Dr. & ey Sts 
HOU! ON” a “Johnson Oil Field Service 
Corp., Sr02 Navigation Blvd., one-story plant 


one- 
corner Conway & 


of Texas, 
12th st. near 


House’ Estate, Union 
auto building. Kirby 


ane on coe building, 1000 block S. Main St., 


HOU! STON— Karbro Garment Mfg. Co., 
2500 Washington Ave., plans office and fac- 
tory building, bloc Washington Ave. 

HOUSTON—Ma agnet Cove Barnium Corp., 
5001 Richmond R warehouse, 9300 Almeda 


HOUSTON — Mid-Continent Supply Co., 
6220 Navigation ant B caentacinaa ront of 
building into office space. 

HOUSTON—Oil Well Mfg. Co., Los An 
geles, Calif., office and plant building, Ar- 
our Drive, near Kress St. 
HOUSTON—Southwestern Bell Telephone 
Co., addition to Milby-Olive central office 
building. 

LOCKHART—Lockhart Citizens, c/o M. 
W. Blake, Stripling Lumber Co., one-story 
arments factory, Colorado St. on State 
: ighway No, 21, to be leased to Brooks-Tex, 
ne. 

LONE STAR—Lone Star Steel Co.. 
mill, $73, 

LUBBOCK—Western Cotton oil oo sub- 
oll ml of org eee ton cotton 
= mill, S 50th St. aton , Re, $2,- 


as MIDLAND—T & P Coal & Oil Co., office 
building. $1 00,0. 
DESSA — essa American Newspaper 
Co., ge Suitain wr, 210 E. Fourth St. 
ulf Oil Corp., 
ethylene iRenudachactor plant, on 2acre tra 
of Port Arthur refinery, multi-million “Aollar 


ro 
. PORT ARTHUR—Koppers Co., Inc., Pitts- 
construction of chemical’ plant, 


burgh, Pa., 

PORT LAVACA—Aluminum Co. of Amer- 
ica, 801 Gulf Bidg., ee: Pa., alumi- 
num plant near Port Lava 

SAN ANTONIO American Iron & 
Co., 1901 E. Houston St., 
house and apartments. 

— ANT te na Fireproof Storage 
Co. dina St., remodeling ware- 
hohise. eit ne Medina St. 783. 

AN ANTONIO—Texas Pharmacal Co., 203 
E. Siimira St., two-story building, E. Jose- 
phine St. 

SHERMAN-—Line Material Co., Milwaukee. 
industrial plant, $1,000,000. 

SINTON—Mrs. A’ Bonorden, plant. 
yard St., corner of Fulton, , 000. 


steel 


Metal 
two-story storage 


Vine- 


TEXAS CITY —- Monsanto Chemical Co... 
utilities and power piant; Stone & Webste 
Engineering Corp., to furnish and install 
chemical process equipment, $30,000,000. 


VIRGINIA 


CARROLL COUNTY — Free 
.. has Bg ig granted by Virginia Iron, 
Coal & Coke Co 0., on pyrrhotite property, in 


oe Count 

CHE: ERFIELD COUNTY—R. E. Card- 
well re RP Tea Co., 1700 Jefferson Davis 
Highway, Richmond, plans erection and 
omnes on of a buildi ng 

ALE — Fieldcrest Mills, Marshall 

Field and Co., Inc., addition to finishing 
building Fieldcrest Towel Mill. 

HARRISONBURG — Harrisonburg Tele- 
Phone Co., Taiaeraination rogram which 
i more than $1,000,0 


rt Surphur 


LK—Norfolk & Portsmouth Belt 
Line Railroad, plans new railroad bridge 
across Elizabeth River between Portsmouth 
& poet Norfo! 


ik. 
MOND—Flowers School Egyipenent 
Storage building and o! q 


OND—Tidewater Industries, Inc., 
erection of steel mill in James River Basin. 
east of Richmond. 


WEST VIRGINIA 


BLUEFIELD—Cole Baking Co., rebuild 
bakery on Grant St., or od ~ a new er, 
ing on new Welch Highw: 

LESAGE—Celanese Corp “3 America, New 
York, +, has option on land locat 
just east of Lock 27, as ssible site for 
new plant; aeenet J ssible site is located 
at Gallipolis Ferry, W. Va.; also a tract of 
land near Moundsv ‘ine 

MORGANTOWN _U, . Army, Washing- 
ton, D. C., modernization program, Morgan- 
town Ordnance Plant, $8, 

NEW HAVEN Vanadium n Corp. of Amer- 
ica, William C. Keeley. led certifi- 
cate of necessity with "United States Gov- 
ernment for permission to construct $7,000,- 
000 plant designed primarily for production 
of silicon alloys near New Haven in Mason 
County. 











IN THE TRINITY 


For information on the Trinity Industrici District consult your real estate broker or... 


INDUSTRIAL PROPERTIES CORP., 401 Republic Bk. Bidg., Dallas, Texas, Phone Riverside 6552. 


INDUSTRIAL DISTRICT 


"Under the Skyline 
of Dallas" 
Shown at the left is the new 


$250,000 Trinity Industrial Dis- 


trict home of the Maytag 
c 4 A Cc. 





Pr tf 
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Yes, the proof of the pudding lies in 
the eating. Sounds trite, but its truth 
is undeniable. 

The Seaboard Southeast is proven 
ground for textiles. Numerous mills op- 
erating profitably in this section attest 
to that fact. All branches of the indus- 
try are represented — cotton, woolen, 
rayon and other synthetic fibres. 

Seaboard’s Industrial Department 


of the pudding 


has assisted many of the nation’s out- 
standing companies in finding just the 
right locations for their plants. There 
are still many communities in this 
area where the labor supply is virtu- 
ally untouched. 


Let us submit recommendations 
based on your specific requirements. 
No obligation or cost. All negotiations 
confidential. 


Write: Warren ¥. White, Assistant Vice President, 
Seaboard Air Line Railroad, 
Norfolk 10, Va. 
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“Little drops of water, little grains of sand, 


Make the mighty ocean, and the pleasant land.” 


Mentally and Morally Disqualified. 
Organized labor’s claim to a strong, if not dominant 
voice in production is a weak one indeed.: It makes 
sense to name a management engineer or an indus- 
trialist to a top production position because his pri- 
mary concern in life is production, and in order to 
achieve any prominence as such in so highly com- 
petitive an economy as this, he must be fairly good 
at it. It does not make sense to appoint a union official 
to the same post because his primary concern is not 
production or anything closely related,to it. He may, 
in fact, know nothing of it whatever. 

Experience with the numerous labor-management 
committees set up in Washington for nearly every 
major industry during the last war attested to this 
fact. These committees seldom, if ever, functioned as 
the production advisory groups they were supposed 
to be. And invariably the reason was the same—be- 
cause the union representatives devoted most of their 
time and energies to the single end of obtaining all 
they could for their own membership, rather than for 
the war effort or the common weal. 


and the size of its profits. These seniors were asked 
to estimate how much profit the average company 
makes. Their answers averaged “50 per cent.” The 
true figure, covering a long period of years, is about 
six per cent! They believed that the annual return to 
industry’s stockholders averages 24 per cent. Actually, 
it was 3 per cent on net assets in 1949—and that was a 
good year for practically all lines of enterprise. The 
same seniors, by a margin of 61 per cent, then said that 
they favored closer government regulation of business 
to prevent exploitation. Their ignorance of the facts 
about American industry brought them to this false 
conclusion. There would appear to be work for the 
Voice of America right here at home. 


Unconstitutional? Before a man’s wages or 
salary can be garnisheed, the person trying to seize it 
must prove the existence of a just debt. He must prove 
further that the debtor is able to pay, but that he will 
not pay. Only then can he garnishee the wages. But 
the government is daily seizing a part of everybody’s 
wages when no debt exists, for taxes which are not due 

until the end of the year. 





Ossa Upon Pelion. 
Many financial authorities 
advocate a federal manu- 
factures excise tax. While 
this is admittedly better 
than further confiscatory 
income taxation, it will 
not have the same salu- 
tary effect on spending as 
if this tax were to be col- 
lected at the retail level. 
And besides, as Henry A. 





Poverty is largely a state of mind. 
Many people are poor because they 
think their neighbors are rich. 


These taxes are not figured 
on weekly or monthly in- 
come, but on annual in- 
come. Hence, the govern- 
ment does not know how 
much the debt is going to 
be until the end of the year. 
Therefore, in collecting a 
part of the wages for 
taxes, the government is 
seizing private property 
without due process of law 








Yancey, Charlotte City 
Manager, has proposed (according to the Charlotte 
Observer) if the taxes are collected by the processors, 
they will be figured by wholesale dealers, jobbers and 
other middlemen all the way down the line as a part 
of the cost. Their mark-up will include a profit on 
the tax as well as on other costs. The final result will 
be that the ultimate consumer will pay not only the 
tax which the Government collects but substantial 
profits on that tax. 


Tell ‘em the Truth. If a recent survey made 
of a group of high school seniors produced typical 
views, American education is giving the student a high- 
ly erroneous idea of how American industry operates 
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when no debt exists. It is 
seizing the property in anticipation of a future debt, 
the amount of which it does not know. That, as we 
understand it, is not according to due process of law. 


Independent? The Federal Reserve Board is 
responsible to Congress, not to the President. And 
when the President steps in to tell Reserve officials, as 
he did on January 31st, what they ought to do, or 
ought not do, he is assuming power which he does not 
have. The Federal Reserve System was founded 37 
years ago with a specific aim in mind. That aim was 
to provide flexibility for the banking and credit op- 


(Continued on page 16) 
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YOU GET A BONUS ON YOUR TIME 


IN THE Level of Plenty" 


In centralized areas, Executive and Employee face 
pretty much the same problem each day — 

— the Rush and Crush of getting to work, and the Crush 
and Rush of getting home from work — 


— crowded commuter trains . . . snarling traffic... 


“needle in the haystack” parking places . . . and other 
related hurdles which devour valuable hours and take the 
starch out of a man. 

Not so in The Land of Plenty! 


When “quitting time” arrives here, executives and 


SO YEARS OF EXPERIENCE— 
YOURS FOR THE ASKING! 


Available to you at any time are the services of ee : oe : 
the Norfolk and Western’s plant location specialists workers have nn: “gning homie’ problems. Wille you 
whose department has had 50 years’ experience. These are fighting the Battle of the Subway in crowded areas, 
men have worked with thousands of manufacturers on R i ‘ 
plant location problems. They understand manufactur- your counterpart in The Land of Plenty has just finished 


ing problems as related to location. They will give watering the radishes, or is approaching the third hole of 
you the data you will require about any section of The 


Land of Plenty. They will work for you quietly, a fine course near bis home. 
promptly and reliably. Write the Industrial and rot ' So wok 
Agricultural Dept., Drawer MR-402, Norfolk and West- Better living? You bet! And well worth considering 


ern Railway, Roanoke, Va. when you and your associates are deciding where to put 
that new plant. 


Think this over — some day at 5:15... 


aud 
RAILWAY 


*The Land of Plenty — the six great states served by the Norfolk and 
Western — Virginia, West Virginia, Ohio, North Carolina, Maryland 
and Kentucky. 


LAND OF PLENTY 

















DAVENPORT 
Better-Built 
LOCOMOTIVES 
are 
AVAILABLE 


in 
STEAM 
FIRELESS 
GASOLINE 
DIESEL 


with 
ELECTRIC 


or 
HYDRAULIC 


or 
MECHANICAL 
DRIVE 


A half century of building fine 
locomotives for virtually every 
type of haulage operation has 
taught us how to build RESERVE 
STAMINA into the rail power 
units we produce. Whatever your 
haulage requirements you may 
choose a Davenport that is JUST 
RIGHT for YOUR NEEDS. 


to Owners of 
H.K. PORTER LOCOMOTIVES 


We have purchased the locomotive busi- 
ness of H. K. Porter Company, Inc. of 
Pittsburgh, Pa., and wish to assure all 
owners of Porter Locomotives that we 
are prepared to extend friendly and 
helpful service on repair parts—or dupli- 
cate locomotives to H. K. Porter design. 


Complete Information on Request 


EXPORT OFFICE 


50 Church St., New York 7, N. Y., Cable “BROSITES” 


DAVENPORT LOCOMOTIVE WORKS 


f Division Ot DAVENPORT 3 444 tn CO APL HUH 
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erations of the country. The aim was to set up an in- 
dependent body which could regulate credit and money 
in a way to combat excesses either of inflation or de- 
flation. This is the theory of Reserve operations, but, 
in recent years, its practice has been curbed to put it 
mildly—by political considerations. The Federal gov- 
ernment has become by far the biggest borrower, and 
the Treasury is putting pressure behind maintenance 
of low interest rates. The Federal Reserve has reluc- 
tantly cooperated by supporting the prices at which 
government securities sell. The danger of that sup- 
porting practice is that it all but eliminates the Re- 
serve’s power to control credit. 


Public Housing Turndown. The citizens of 
Roanoke, Va., have let it be known they oppose any 
form of public housing in their area. By actual count 
of 5,009 to 1,892 in an advisory election, the voters 
called a halt to a plan under which the chairman of the 
housing authority was asking for eventual construc- 
tion of 2,400 units in the 90,000-population community. 
The city is consistent in opposing government competi- 
tion with free enterprise, as is illustrated by the fact 
that in the last Roanoke City Council election, two 
members who favored public housing were beaten. 


Unfair—to Whom? William B. Bookhart, a 
citizen of South Carolina, has dared to obtain a tem- 
porary injunction defying Santee-Cooper and the Cen- 
tral Electric Power co-operative. He objects to the 
co-op’s plans to build a trunk distribution line across 
his property near Elloree. He says the line isn’t neces- 
sary, because the territory already is adequately served. 
The cooperative says that because of the temporary in- 
junction it is losing $500 a day. That means that the 
taxpayers are losing $500 a day, because the oe 
operates on taxpayers’ funds. 

This daily waste of $500 is an illustration of what is 
bound to happen when government goes into business. 
If a private power company wanted to build across Mr. 
Bookhart’s land, and he should bring suit, it would be 
the private power company which was losing $500 a 
day. But because government has gone into the busi- 
ness of making and selling. power, all of the taxpayers 
are paying attorneys to fight Mr. Bookhart, and also 
are paying the $500 a day, to which the co-op refers. 


Morally Corrupting. There was an interest- 
ing item in an Oregon paper the other day. It con- 
cerned a statement by Dr. John G. Benson, formerly 
superintendent of the Methodist Hospital in Indianap- 
olis. Dr. Benson said, “While I served as head of the 
hospitai at Indianapolis, I was sued by various patients 
for more than $7,000,000. And the curious point about 
it all was the fact that every patient who sued the 
hospital and myself was a charity patient: 

“These patients had had free beds and free surgery, 
free food and free nursing. But when they recovered 
they tried to take further advantage by suing on 


(Continued on page 18) 
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New Power Plant—40,000 KW Capacity—1365 tons of O’Neal Steel 


More Power to the South 


Throughout the South the increasing demand for power is being met by 
building new plants and by expanding older ones. As time is of the essence, 
Steel is being used largely in construction. 


We are proud to have contributed much of the 
Structural Steel and particularly pleased at our 
ability to meet exacting schedules. 


O/NEAL STEEL WORKS 


Offices: 745 North 41st Street, Birmingham, Alabama 
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BEATRICE, NEBRASKA 


UPS WATER SUPPLY 


With a Layne Short Setting Booster Pump 


From four Layne Well Water Units, Beatrice, Nebraska was putting 
1600 gallons of water per minute into the city through their six miles 
of 14 inch mains. Growth of population and new, industries created a 
need for more. The problem was easily, quickly and economically 
solved by installing a Layne Short Setting Booster Pump in line with 
the wells. As a result, water supply was increased to 2,3C0 gallons per 
minute—nearly 41 percent. 

The Layne 2-stage, 15 inch bowl booster pump, powered with a 
100 H.P. motor was easily accommodated in a small pump house 
addition, thus saving the cost of extra heating equipment. Installed in 
1948, it is giving highly satisfactory service. 

These Layne Short Setting booster pumps may be used by other 
cities—and factories as a means of increasing water supply at a very 

| nominal cost. 

If you are in need of more water either from your present wells, 
© or from new units, Layne engineers will gladly survey your present 
equipment and make dependable recommendations. For further infor- 
mation, catalogs etc. address 


LAYNE & BOWLER, INC. 
General Offices Memphis 8, Tenn. 


Layne 
WELL WATER SYSTEMS 
VERTICAL Fane PUMPS 





jouston, Texas * Layn e- Western a as City, Mo. 


Mt 
e International pea ees Ltd., London, Ont. * gpa -Hispano Americana, s. A. 
General Fiiter Company, Ames, low: 
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trumped-up charges. They never collected any dam- 
ages for they had no legitimate case against me, but I 
have always marveled at the greed of those who obtain 
everything free.” 

Interesting, isn’t it? And sets us thinking. It is 
morally debilitating to obtain something for nothing. 
People (and nations for that matter) soon forget to be 
grateful and begin to expect more and more as their 
due, and are tempted to fight to get it, “for free.” 


Fanatical. The subservience of socialism to its 
own ideology and its utter disregard for national wel- 
fare was never better illustrated than in the case of 
Great Britain’s nationalization of the steel industry. 
This industry has been the most efficient and successful 
of the major industries of Great Britain since the close 
of World War II. It has consistently exceeded its annual 
quota of production and export, even though the gov- 
ernment has set these quotas high in an apparent effort 
to make them difficult of fulfillment and therefore gain 
an excuse for taking over the industry. Its current pro- 
duction of 16,000,000 tons of steel per year is far beyond 
any previous record and beyond what most people con- 
sidered possible. When socialism gets in power, its aim 
is neither the welfare of the people nor the safety of 
the nation. Its aim is complete control of wages and 
prices and production and distribution, regardless of the 
effect of this control. 


“Uncertain Sound.” We are not ones to be- 
little the impact of the defense effort. But we think 
that effort ought to be measured accurately against 
what we can do. And those who have analyzed -Presi- 
dent Truman’s budget for defense for the fiscal year 
ending June 30, 1952—everything he asked for—say- 
that it will take only 17% to 20% of our national prod- | 
uct. In World War II seme 40% of our product—at a 
time when production was far smaller—went to war 
in the peak years. 

Why then, must we wrap ourselves in an entangle- 
ment of controls? This country has prospered and 
grown strong through freedom of action for the indi- 
vidual, for business, for the farmer. Without that free- 
dom the economic strength of the country can shrivel 
away. And when that is gone what strength is there 
to deter Communism, from without or from within. 

For almost a generation too many people in Wash- 
ington have scoffed and sneered at this concept of free- 
dom. And even some of those who did not sccff and 
sneer have doubted its validity, for they do not under- 
stand. 

And so we have confusion and muddled direction at 
a time when we should have clear thinking and a single- 
ness of purpose to guide our every action. 

There is, we think, a quotation that fits our situa- 
tion: “For if the trumpet gives an uncertain sound, 
who shall prepare himself to the battle?” 


Wall Street Journal 
February 13 
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finished product--has enabled TENNESSEE PRO- 
DUCTS & CHEMICAL CORPORATION to increase 
eS Since 1946, expansion 
has included a new fine chemical plant, a Benzene 
Hexachloride (BHC) plant and the acquisition of a 
Ferro Alloys plant, all located in Chattanooga. 


Coal. from company-owned mines is converted to 
coke in company ovens. Part of the coke is used in 
the company’s production of pig iron and ferro alloys. 
These metallurgical products are available to the 
growing southern foundry, iron and steel industry. 


From the by-products of the coking operation, inter- 
remem sd wien ie comes | 
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Today’s stepped-up volume of business and increased inventories are posing a prob- 
lem to many corporations. The problem is: How best to raise additional working — 
capital? 


The solution varies with the individual company. It may involve the issuance of 
common or preferred stock, bonds or debentures, or some combination of two or | 
more types of securities. It may involve a public offering of securities, or the private » 
sale of an entire issue. Selection of the best method is determined by careful con- 
sideration of many factors. Such factors include the company’s financial condition, 
its earnings record and prospects, its tax situation, and a number of others. 


Frequently this problem is a complex one, calling for expert advice and responsible 
underwriting. In such cases, management executives are invited to avail themselves 
of the facilities of Equitable Securities Corporation. Equitable has the experience 
necessary to give expert counsel, and the facilities and resources to provide needed 
capital funds to well established corporations. 


Over a period of more than 20 years Equitable Securities Corporation has supplied 
capital funds to sound corporations throughout the nation. In 1950 alone Equitable 
participated as an underwriter in $1,876,658,679 of new issues of corporate and 
municipal securities. Equitable’s participation in this huge total was $83,958,893. 
These facts speak for themselves. 


Corporate executives faced with the problem of raising additional working capital 
are invited to call LD-97 in Nashville (collect) to arrange an appointment. 


This is another advertisement in the series published for more than 15 years by Equitable 
Securities Corporation featuring outstanding industrial and commercial conceras in the 
Southern states. Equitable will welcome opportunities to contribute to the further 
economic development of the South by supplying capital funds to sound enterprises. 


NAGHVILLE 
BARU A 8 
KNOXVILLE 
StRaurnenan 
WEW ORLEANS 
wuenueuneis 


322 UNION STREET, NASHVILLE 3 


EQUITABLE 
Securities Corporation 


Baownzaz O. Cunnasy, President. 
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for tougher, lighter gondolae 


Yotoy steel plays an important part in 
the Union Pacific Railroad’s 1950 car renovation 
program. Approximately 500 rusty, road-worn 
gondolas already have been given new life and 
restored to useful service. All drop doors, which 
are subjected to severe abrasion and corrosion, 
are fabricated from Yoloy steel plates. 

Yoloy is Youngstown’s high tensile low-alloy 
nickel-copper steel. It has demonstrated a remark- 
able ability to resist corrosion, abrasion, vibration 
and shock, even at extreme low temperatures. It 
also saves weight, due to its extra toughness and 
strength, welds readily and fabricates easily. It 
has proved itself in 15 years of service in railroad 
passenger coaches, box cars, gondolas and other 
heavy duty equipment. 

If you are not yet familiar with Yoloy, ask,us for 
further information. Our District Sales Office near- 
est you is ready to serve you promptly. 


Photographs by courtesy of the Omaha 
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More and more industries are “discovering” Alabama, because in 
Alabama are so many spots ideal for so many kinds of industry. In the 
center of a growing domestic market and the gateway to increasing South 
American trade Alabama also offers, for industries which require it, 
copious quantities of good water, a diversity of raw and semi-finished 
materials for most kinds of manufacturing, dependable electric power, 


willing intelligent workers. 


Alabama’s a good place for industry, but it’s also a good place to 
live. Mild winters make healthful outdoor recreation possible the year 
round; summers are seldom warmer than elsewhere; vacation spots in 
mountains and on seashore are many; social and cultural organizations 
abound in many fields of interest; schools are good, and religious needs 


are met by churches of many denominations. 


Whether your! interest is immediate or long-range, our industrial 
engineers will gladly study your needs and place before you facts about 
locations which might fill those needs. There is no obligation; your 


inquiry will be held in confidence. 


. There is an 
IDEAL SPOT 
fer Your Plant in 


ALABAMA 


A Good Praxe to 
Work and [ 


Industrial Development Division 
Birmingham, 2, Ala. 








HORTON 

Welded Steel Construction 
Assures Longer Life 

For Soy Bean Tanks 

















The shining new Horton soy bean tank at When you consider new tank construction, 
the Refuge Cotton Oil Mill, Greenville, Mis- write our nearest office for facts and figures. 
sissippi is built for many years of dependable We will be glad to give you complete informa- 
service. Horton engineering and erection tion without obligation. 
methods, combined with welded steel con- 
struction, are always an assurance of maxi- 
mum tank life. 








PARTIAL LIST OF HORTON 
This 70 ft. diam. by 60 ft. cylindrical struc- WELDED STEEL EQUIPMENT 


ture provides safe and clean storage for soy 
beans. Welded steel tanks won’t crack or leak 
and smooth tank surfaces mean easier paint- Flat-bottom tanks Cockers 
ing. The result—lower maintenance cost. Culinibical tans  Hoctetseberds 
Specially constructed Horton welded steel Pra tanks nasi. arta 
tanks, such as this one, are performing valu- Sulatsste dacat Barki o 
able services for Industry throughout the ee or 
world. They have been thoroughly proven in Sulphite digesters Steel Smokestacks 
many types of material storage. 


 GHIGAGO BRIDGE «4 IRGN COMPANY 


2145 Healey Bidg. Detroit 26 1510 Lafayette - Salt Lake City 4 520 West 17th South St. 
North Fiftieth St. Houston 2 2114 Standard Bas. San Freneisee 4 egy Bush St. 


ral ° 
313—165 Broadway Bidg. 
111700 Wolmut street Bids. Washington 6, D. C. ......... 


PLANTS IN BIRMINGHAM, CHICAGO, SALT LAKE CITY AND GREENVILLE, PENNSYLVANIA 


Elevated tanks Marx Savealls 
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“What Enriches the South Enriches the Nation” 


Economy Should Come First 


Every businessman knows that there are two ways 
to balance a budget. One, of course, is to increase in- 
come; but the other, equally effective, is to cut ex- 
penses. 

Our national representatives, elected or appointed, 
who demand austerity from us, should be compelled to 
practice it in the conduct of our government’s affairs. 
They can be made to do so if we sufficiently impress 
them with our convictions. The federal budget should 
be balanced. This not only necessitates increased in- 
come; it also makes mandatory the elimination of every 
expense not directly related to national security. 

Unless the most despicable kind of politics is being 
played by those in power in Washington, it just does not 
make sense to penalize all of us in order to perpetuate 
the current extravagance in government. If the butter 
on our bread must be spread thinner, then the icing 
should be removed from the government cake. 

President Truman has said that government expendi- 
tures would be cut “to the minimum required to give 
effective support to the defense effort.” Unfortunately, 
his proposed budget belies his words. Senators and 
Representatives, closer to the people they represent 
than to the false prophets who claim to control class 
votes, realize that the people are almost unanimous in 
their demand for retrenchment in government spend- 
ing. It is to them, rather than to a vacillating executive, 
that we must look for correction of bureaucratic 
squandering. Foremost among the clear thinkers in 
Congress are Senators Byrd of Virginia, and George of 
Georgia. 

Senator Byrd, for years a voice crying for sanity in 
the dark wilderness of socialistic fiscal chicanery, 
claims that the Federal budget for the coming year can 
be cut 7.6 billion dollars. And he backs up his claim. 
Read in the Senator’s own words how this saving can 


| 


more than half a billion, should be self-supporting, as it 
was during World War II. About 25 per cent of the 
domestic-civilian budget is for state aid: public as- 
sistance, housing, education, agriculture, civil airports, 
business promotion. Most of them are tied to long-term 
statutory commitments, and Congress and the Presi- 
dent should agree to legislation which repeals, amends 
or suspends those commitments. Some domestic- 
civilian programs must have more money for activities 
which tie in with defense. These include control and 
allocation agencies, labor training, revenue collection 
and the like. These increases added up to some $625 
million, and no reasonable person would deny their 
necessity. But their inclusion must not swell the total 
of non-defense items. Instead, that total should be— 
and can be—cut by at least $3.6 billion. 

“In my long study of federal fiscal affairs, I found 
that excessive civilian employment was the key to ex- 
travagance and inefficiency. Today’s worst offender is 
the Department of Defense, where there is one civilian 
employee for every two men in uniform. At the peak of 
World War II, the ratio was one civilian for every five 
uniformed persons. Should the military establishment 
cut its estimate of 11, million civilian employees by 
150,000, the saving would be a half billion dollars. 

“Neither at home nor abroad are give-away pro- 
grams defense essentials. Foreign economic aid, which 
this year is $4 billion, is due to expire a year hence and 
already has been withdrawn from Britain. Meanwhile, 
the billions siitce appropriated for military aid overlap 
ECA programs at many points. In the new budget, ECA 
should not exceed commitments already made, and this 
would mean a reduction of $3.5 billion. The savings I 
have outlined total $7.6 billion.” 

Confidence in the dollar can be restored, and inflation 
halted if the budget is balanced. It can be balanced if 
the American people demand economy in the conduct 
of their government, and if each one of us has the fore- 
sight and fortitude to carry his fair share of the in- 
creased burden of taxation. 





—SOUTHERN BUSINESS OUTLOOK—— 


16 Southern States 





Following the Trend Monthly Statistics 


With prices in all sectors continuing strongly upward, the labor 
force of all sections of the country stretched to its limits and the PRODUCTION, vaat TRADE 
work week growing steadily longer, it has been inevitable for some Manufactures ($ mil. 
time that dollar values for 1950 would substantially exceed those Construction Put in Pisce ($ mil.) 
of 1949 in all types of productive enterprise. 
It is not surprising, then, to be able to note that total dollar value 
of production from farming, mining, construction, and manufactur- 
ing in the 16 Southern states was 18 percent higher in 1950 than 
in 1949. 
Since there was an approximate rise of five per cent in the all 
commodity price index, it is + ble to d that not less 
than twelve or thirteen per cent can be attributed to expansion of 
: physical output. This represents a very substantial speedup when 
it is considered that the national industrial machine was already ieach <itad thew: Oaks: tidus covesie ‘of Aueactchn: Tinks Rie teskibene | Darna! 
functioning at an extraordinary peacetime level. Association of American Railroads; Other data from U. S. federal agency statistics. 





Dollar Value of Receipts from Productive Enterprise 


(16 Southern States—Blue Book Concept) ($ million) 





% 

Over 

Farming* Mining Construction Manufacturing Total Production Gain 

1949 1950 1949 1950 1949 1950 1949 1950 1949 1949 

465 $ 445 $ 148 $ 119 $ 385 $ 212 2,524 3,522 $ 

598 114 80 188 1,793 
_ _ -— 265 198 518 
468 a 2 2,216 
614 31 506 4,459 
663 412 3,906 
408 613 4,084 
277 14 4,114 
566 581 103 1,748 
1,171 1,096 85 6,767 
975 868 22 6,480 
611 723 2,871 
$44 328 3,129 
572 573 2,980 4,075 
2,252 2,374 F 14,617 
600 533 36 4,729 
180 183 54 2,911 
10,764 10,660 71,934 
21,169 20,467 4,978 y 587 216,392 
United States . 31,933 31,127 288,326 


* Includes home consumption. 
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Productive Activity By States 


(Dollar value of output of Southern farms, mines, construction and factories in 
12 months of 1950 as compared with 12 months of 1949) 








South's Competitive Strength To Be Tested 


All of the 16 Blue Book states of the South in December 
improved their industrial ratings as compared with 1949. 

A substantial portion of the improvement came from 
a year end rush of farm marketings to take advantage of 
currently high prices for aqricultural products. 

States making strong gains in the agricultural sector in- 
cluded Mississippi, Arkansas and Alabama. 


Equally as influential in boosting year end averages 
king and textile industries. Ala- 
wi, and West Virginia were 


For the year as a whole the South fared better in per- 
centage gains than the average of other regions, the 
edge being chiefly in the agricultural and mining sectors, 
with manufacturing and construction heing just about on 
& par so far as the Region and Nation are concerned. 

Barring labor disputes, it is fairly certain that the South 
will continue to set the pace in raw materials enterprise; 
but it remains to be seen whether the Region in 1951 can 
maintain its present excellent competition in manufactur- 
ing and construction. With emphasis in the former veering 
ever more strongly in the direction of metal products pro- 
duction, it may be found that the South's lesser prepared- 
ness in this field will prove to be a serious handicap. 














NATIONAL ROUND-UP 


SOUTH CENTRAL 





Region 1950 


New England . $ 1775 
Middle 
2,188 


N. Central .. 5,905 
t 





Dollar Value of Receipts from Productive Enterprise 


By Regions—Bureau of Census Concept ($ million) 


Farming* Mining Construction Manufacturing 


$ 824 $ 44 $ 42 $ 1,426 $1,075 $ 16,529 $ 14,121 $ 
2,234 1,113 1,313 5,311 3,929 55,549 48,664 
5,774 1,042 955 4,765 3,425 66,858 57,242 
7,596 738 702 2,104 1,394 15,567 13,977 
3,284 970 3,650 240 20,969 17,448 
2,281 731 614 1,362 8,887 7211 
4,110 3,680 3,496 3,045 12,771 11,217 
2,020 1,091 999 1,196 8,548 3,080 


3,004 1,034 1,002 3,345 18,992 16,710 
$1,127 10,524 10,083 26,204 219,665 189,670 


* Includes home consumption. 





Total Production 
1949 1950 1949 1950 1949 1950 1949 1950 


18,774 
64,161 
78,570 
26,374 
29,231 
13,246 


1949 
$ 16,062 


56,140 
67,396 
23,669 
24,242 
11,125 
21,052 


6,834 
22,912 
249,432 


% 
Gain 
Over 
1949 

17 


14 
16 
il 
20 
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Federal Power Commission 


Rules for Private Enterprise 


By Richard R. Harwood, Jr. 
Managing Editor 


After a long, bitter struggle the Virginia Electric and 
Power Company has won an outstanding victory 
for privately owned and operated power companies. 





Tee details of the bitter struggle, be- 
tween the Virginia Electric & Power Co. 
and the Department of the Interior, re- 
volving around the construction of a 
power dam across the Roanoke River, 
just above Roanoke Rapids, North Caro- 
lina, warrant the attention of everyone 
who is interested in putting a stop to the 
socialistically inspired encroachments of 
the federal government into the domain 
of private enterprise. The insidious, mis- 
leading and completely irresponsible ac- 
cusations made by the Interior Depart- 
ment against VEPCO during the course 
of almost two and one half years of liti- 
gation before the Federal Power Com- 
mission, reveal a public power philosophy 
too patently earmarked to fool any 
thinking person. 


Background— Historically speaking, the 
facts to date are these: In 1930 Virginia 
Electric & Power Co. filed application 
with the Federal government to build a 
dam across the Roanoke River just above 
Roanoke Rapids, North Carolina. In due 
time permission was granted, but VEPCO 
allowed the authority to lapse, largely 
because there was no demand for addi- 
tional power. The Virginia Public Service 
Co. had not been acquired at that time, 
and therefore the Roanoke Rapids area 
was rather remote from VEPCO’s load 
centers. 


The whole project lay dormant, as far 
as the power company was concerned, 
until 1948 when the firm’s growing de- 
mands necessitated additional generat- 
ing capacity. 

In the intervening years a series of 
events occurred that laid the groundwork 
for the present conflict. 

The 74th Congress in 1936 passed the 
Flood Control Act, and using this as its 
authority Congress, in 1938, authorized 
the construction of two of the\first multi- 
purpose dams in the nation. Within the 
next two or three years the army engi- 
neers instituted a comprehensive survey 
of the Roanoke River Valley in Virginia 
and North Carolina. This resulted in a 


Buggs Island, Philpot and Smith Moun- 
tain. These three projects were directed 
primarily at flood control. Accompany- 
ing them were recommendations for 
eight projects to be designed wholly and 
entirely for the hydro-electric generation 
of energy. Roanoke Rapids was one of 
these eight. 

This overall plan was approved by Con- 
gress in 1944 in the Flood Control Act of 
that year. In the same law—PL 534, 78th 
Congress, 2nd Session—construction of 
the Buggs Island and Philpot Reservoirs 
was authorized. 

In 1948 Virginia Electric & Power Co., 
fully cognizant of the public power acts 
of Congress of the preceding decade, 
again turned its attention toward Roa- 
noke Rapids. The Company had, in 1944, 
acquired the Virginia Public Service Sys- 
tem on the Southwestern border of its 
territory. Accordingly, the demand for 
electric energy in the firms territory had 
soared, and this called for the construc- 
tion of additional steam and hydro-elec- 
tric facilities. Two huge steam plants 
were already under construction but 
more sources of power were badly 
needed, especially in the Roanoke Rapids 
area, where an additional demand of 65,- 
000 kilowatts was foreseen by 1954. 

After extending general approval of 
power generating facilities in the Roa- 
noke Basin in the Flood Control Act of 
1944, Congress had done nothing to 
further such development since that date. 
VEPCO was keenly aware of the need 
and the firm’s engineers believed a Roa- 
noke Rapids project was ideally suited 
for feeding “peaking” power to its estab- 
lished system. 

Accordingly, plans were drawn up for 
a concrete dam 2840 feet long. This would 
create a reservoir of 4900 arces. In Oc- 
tober of 1%\8 the company filed its ap- 
plication with the Federal Power Com- 
mission for authority to build the dam. 

Opposition—Opposition was immedi- 
ately encountered. Socialism and bu- 
reaucracy working hand in hand inter- 
vened in the person of the Department 
of the Interior and the Rural Electrifica- 
tion Administration, in opposition to the 
granting of a license. 


The interveners stated flatly that Con- 
gress by its action in 1944 had reserved 
the Roanoke Rapids development for fed- 
eral construction, and that the Federal 
Power Commission therefore had no 
jurisdiction in the matter. If, however, 
for the sake or argument, it was assumed 
that the FPC did have jurisdiction, then 
Interior and REA paradoxically pro- 
claimed the project infeasible, inadvis- 
able, unfair, improper in a half dozen 
different ways, and thoroughly opposed 
to the public interest. 

The case was finally brought before the 
FPC examiner on May 12, 1949. VEPCO 
stated its case simply: It was more than 
able te stand the cost of construction of 
the dam; construction would be started 
immediately upon the granting of the 
license; the power was needed to serve 
VEPCO’s customers; the engineering de- 
sign was sound; the dam would have no 
effect whatsoever on flood control or 
navigation; it would not hamper in any 
way the disposition of the governments 
power to be generated at Buggs Island; 
there would be no problem as to pollution 
of the waters involved. 

Private Enterprise vs. Socialism — In 
the face of these facts VEPCO did not 
look for strong opposition. However, the 
firm’s attorneys soon learned that facts 
were not to be fought by contrary facts, 
but rather that their job was to combat 
socialism. Instead of facts, the private 
utility would be called upon to defend 
itself from a series of concepts, unor- 
thodox mathematics and twisted inter- 
pretations of law. And this is the way 
the issue has been fought. A private tax 
paying business corporation has stood in 
opposition to a public power philosophy 
that is socialism pure and simple. 

Interior’s Claims—The battle waged by 
the D.partment of the Interior from May 
1949 to date, may be broken down into 
four separate and distinct attacks. The 
first two of these have no logical basis 
of fact. The third was in direct contra- 
vention of the articles of the Flood Con- 
trol Act of 1944. The fourth was valid 
only in the eyes of those who looked to 
federal control of our utilities. 

(Continued on page 36) 








CONSTRUCTION 


Above—Roanoke Rapids, N. C. plant of ifax Paper Co., which is pushing a large expansion program including a new paper 
machine and mill. Rust Engineering Co. is the contractor. 


February Awards Total $641,867,000 


By S. A. Lauver 
News Editor 


Sournern construction was valued at 
$641,867,000 in February. The figure is a 
one hundred thirty-one per cent gain 
from the level for the comparable month 
of last year. 

Construction in the first two months 
of 1951 totals $1,724,333,000. No other 
January - February combination  ap- 
proaches that figure, which is two hun- 
dred twenty-five per cent larger than the 
value registered in the first two months 
of 1950. 

The current year’s February total is 
about forty-three per cent below the all- 
time peak established in the preceding 
month, when two huge atomic energy 


projects swelled the aggregate to its huge 
size. Declining residential construction 
was a contributing factor in this drop. 

Private industrial projects, occupying 
a premier position, reached $377,334,000 
in February. The total was two hundred 
and thirty per cent higher than the $120,- 
619,000 reported for private industrial 
work in January. 

Southern industry is experiencing a 
number of large additions, with chemi- 
cals, metals and textiles in the forefront. 
One project at Texas City, Texas, will 
cost $30,000,000. Freeport and Velasco, in 
the same state are sites for others. Page- 
dale, Mo. will become a center for manu- 





SOUTH'S CONSTRUCTION BY STATES 


February, 1951 


Contracts 
Awarded | 1951 


Alabama ais 
Arkansas ......... 
District of Columbia 
Florida .......... 
Georgia 

Kentucky 

Louisiana 

Maryland 

Mississi 

Missouri ....... 
North Carolina . 
Oklahoma 

South Carolina . 


West Virginia 


Contracts 
Awarded 
First Two 
Months 


Contracts 
Awarded 
First Two 


Contracts 
be Months 
1950 


31, 
4,223,000 26,990,000 2, 





TOTAL ...... 


$641,867,000 


$1,003,384,000 $1,724,333,000 $530,431,000 





facture of detergents through a $5,000,000 
expenditure. 

The $75,000,000 expansion of the 
South’s largest steel mill at Baltimore 
ranks highest in its area. A $10,000,000 
steel mill is reported for Oneida, Tenn. 
A West Virginia project would cost $7,- 
000,000. Several expansions are going for- 
ward in Alabama. The Lone Star, Texas 
steel enlargement will cost many mil- 
lions. 

The aluminum industry is especially 
active. Huge projects are being started 
in the light metal field. Two new pot lines 
and other facilities are to be built at 
Port Lavaca, Texas. A plant is proposed 
in Arkansas. Another project—near New 
Orleans—will cost $70,000,000. Previously 
published is a Corpus Christi plant to 
cost $80,000,000. 

Cement shortages have resulted in 
newly announced projects, The program 
of one company in Louisiana will cost 
approximately $4,000,000. Twice that 
amount will go for a new Jacksonville, 
Fla. plant. Expansion in South Carolina 
will cost $2,000,000. A large project in a 
related field is planned in Oklahoma. 

Growth in the southern textile indus- 
try has been marked in the last few years, 
with work currently continuing. Among 
the most recent announcements are a 
$1,500,000 knitting mill at Belton, S. C.; 
$2,000,000 Henderson, N. C. cotton mill 
expansion; a huge synthetic fibre plant 
at Decatur, Ala., as well as numerous 
others of lesser size. 

Public building ranked next to indus- 
trial construction in value in February. 
The $81,475,000 total was fifty-eight per 
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cent above that for its counterpart of 
1950 and forty-five per cent above the 
total for January 1951. 


The public buildings figure embraces 
$42,144,000 for government buildings and 
$39,331,000 for schools. The former is one 
hundred twenty-nine per cent ahead of 
the value of the same type of work in 
February, 1950; the latter, eighteen per 
cent up. Compared with January, the 
figures are up fifty-four and thirty-seven 
per cent, respectively. 

Private building in February amounted 
to $76,777,000, a drop of forty-six per cent 
from the January value and of eighteen 
per cent from February of last year. The 
current total embraces $59,558,000 for 
residential work, $8,285,000 for office 
buildings, $5,534,000 for assembly build- 
ings, and $3,400,000 for commercial struc- 
tures. These latter are now under gov- 
ernment restriction. 


’ Engineering type construction more 
than doubled in February. The $59,667,000 
total is one hundred thirty-one per cent 
ahead of January and sixty-five per cent 
above the level for February of 1950. 
Included in the current total are $44,- 
796,000 for dams, drainage, earthwork 
and airports; $12,455,000 for sewer and 
water work and $2,416,000 for govern- 
ment electric projects. 


Dams, drainage projects, earthwork 
and airports are up four hundred ninety 
per cent, when compared with January; 
up eighty-three per cent above its 1950 
counterpart. Sewer and water work is 
practically at the same level as January, 
the slight increase being about two per 
cent. Compared with February of last 
year, the current second month total is 
up forty-seven per cent. 

Highway construction in the contract 
stage totaled $46,564,000 in February. The 
figure represents an increase of thirty- 
one per cent above that for the preceding 
month. It is, however, twenty-three per 
cent below the total for February a year 
ago. 

The January-February aggregate of 
$1,724,333,000 is made up of $1,198,003,000 
for industrial projects; $221,448,000 for 
private building; $137,355,000 for public 
‘building; $85,452,000 for engineering con- 
struction and $82,075,000 for highway and 
bridge projects. 





CONSTRUCTION 


New Seven-Up Co., plant, 


Fifty-eight per cent of the unpre- 
cedented industrial total represents the 
two atomic energy projects in South 
Carolina and Kentucky. The $120,619,000 
for private industrial work reported in 
January and the $377,384,000 for similar 
projects in February complete the total. 


l 


St. Louis, Mo., Hugo K. Craf, Archt., Murch-Jarvis 
Co., Inc. 


. Contr. 


Private building’s $221,448,000 two- 
month total is twelve per cent above the 
comparable period of 1950. The current 
figure embraces $170,606,000 for residen- 
tial work; $19,239,000 for office projects; 
$17,801,000 for commercial building and 
$13,802,000 for assembly buildings. 





SOUTH'S CONSTRUCTION BY TYPES 


February, 1951 
Cont: 


Contracts 


Contracts 
Awa 
First Two 


Contracts 


warded 
racts First Two 


dad 





PRIVATE BUILDING 
Assembly (Churches, Theatres, 
Auditoriums, Fraternal) .... 
Commercial (Stores, Restaurants, 
ig Stations, Garages) .... 
Residencial (Apartments, Hotels, 
Dwellings) 
Office 


$5,534,000 
3,400,000 


59,558,000 
8,285,000 


Months Months 
1951 1950 
$13,640,000 

2,674,000 


50,929,000 
20,335,000 


$13,802,000 
17,801,000 


170,606,000 
19,239,000 


$15,967,000 
16,497,000 


152,226,000 
11,907,000 





INDUSTRIAL 


PUBLIC BUILDING 

City, County, State, Federal 
and 

Schools 


$76,777,000 
$377,384,000 


$42,144,000 
39,331,000 


$87,578,000 


$221,448,000 
$272,537,000 


$196,597,000 
$1,198,003,000 


$71,046,000 


$28,640,000 
67,966,000 


$59,389,000 
41,011,000 54,951,000 





$81,475,000 


ENGINEERING 
Dams, 


Drainage, Earthwork, 


$44,796,000 
2,416,000 
455,000 


$100,400,000 © $137,355,000 $83,591,000 


$381,842,000 $52,544,000 


12,622,000 8,315,000 
27,261,000 24,593,000 


$48,509,000 
6,477, 
1 





$59,667,000 
$46,564,000 


$421,725,000 $85,452,000 
$12,144,000 $82,075,000 


$70,245,000 
$108,952,000 





$641,867,000 


$1,003,384,000 $1,724,333,000 $530,431,000 
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Co. Hendersonville, 


N. C., McPherson Co., Archts. & Engrs., Greenville, S. C. 








Harlingen Looks to Completion 
of Intracoastal Canal 


Citizens of Harlingen, Texas, are 
now seeing a dream come true as the 
final lap of the Intracoastal Canal is be- 
ing dredged into Harlingen. The Turn- 
ing Basin has been completed and there 
is less than six miles left before the final 
dredging, which will link Harlingen with 
all of the Mississippi Valley, the Texas 
Coast and the Midwest, will have been 
accomplished. The contracts have been 
let for the building of wharves, docks, 
transit shed and roads to the Port Site, 
which lies six miles East of Harlingen, 
and the completion date will be June 1, 
1951. 


The need—The inhabitants of the Rio 
Grande Valley have always been alert 
to the importance of water-borne freight. 

In 1905, a group of far-seeing Texans 
and Louisianans realizing the possibility 
of an inland water route from Mexico, 
to Maine, organized the Intracoastal 
Canal Association of Loyisiana and 
Texas, and their highest hopes were 
achieved last June when they saw the 
Canal completed to the Mexican Coast 
which was the last link in the system. 

Beginning—About 1925, the entire Val- 
ley was awakened to the fact that water 
transportation was now essential as the 
15 per cent freight differential adversely 
affected them in competing with other 
sections of the country. Their first step 
was to organize navigation districts in 
various Valley Cities, and in 1927, Came- 
ron and Willacy Counties, organized the 
Arroyo Colorado Navigation District of 


Cameron and Willacy Counties, Texas, 
with headquarters in Harlingen. They 
proposed to utilize the Arroyo Colorado 
to the mouth, and at the junction with 
Laguna Madre, cross it, and then cut 
Padre Island into the Gulf. This project 
was not approved in Washington, because 
the Government, at that time had de- 
cided to build a channel from the Gulf 
between Brazos and Padre Island into 
Port Isabel, and two outlets to the Gulf 


Clifford N. Purdy 


within 20 miles of each other would not 
be considered justifiable. 
Disappointment—After this, the Har- 
lingen Project lay dormant for quite 
some time. During the depression a fair 
portion of the funds belonging to the 
District were lost in bank failures. Then 
about 1936, the Commissioners decided 
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to take the balance of the funds, buy a 
dredge and build a six foot channel from 
Port Isabel to Harlingen and lighter 
freight between the two points. The chan- 
nel was built, but did not prove feasible 
and the work was then allowed to once 
more come to a stop. 

When the Arroyo Colorado Navigation 
District was formed, it was to be com- 
posed of three elected commissioners, 
who were to serve as the Board, giving 
their time without compensation. The 
oldest member of the present Board is 
Clifford H. Purdy, an Insurance Adjuster. 
Mr. Purdy made several trips to various 
points along the Intracoastal Canal while 
on business, and became quite interested 
in the development and progress the 
Canal was making. He was elected to the 
Board in 1938. Then began the efforts to 
secure an appropriation from the Govern- 
ment to further the building of the Canal 
into Harlingen. The Government ap- 
proved and recommended the appropria- 
tion to complete the project. But the 
Board’s hopes were short lived, for War 
was declared, and the President tied up 
the funds, for he deemed it unnecessary 
to the progress of War. So once again the 
work was stopped. 

Perseverance—Later, Mr. E. C. Breed- 
love, President of the First National 
Bank of Harlingen, and C. O. Bennett, a 
real estate dealer of Rio Hondo, were 
elected to the Board. Along with Mr. 
Purdy, who was elected Chairman of the 
Board, they employed Colonel Howard 
M. Yost as engineer. This Board stayed 
intact and pushed the project to com- 
pletion. The number and variety of ob- 
stacles that the Board had to overcome, 
if this dream were to become a reality, 
probably never have been equalled on 
any similar project in the state of Texas. 
For, in addition to loss of funds through 
bank failures and the war, the District 
was plagued with injunction suits in_ 
their efforts to comply with the request 
of the Government to secure easements 
as local cooperation, and another blow 
was dealt when it was found the District 
was to pay over $200,000.00 as their share 
in the construction of a new bridge to 
replace an obstructive one over the Chan- 
nel before the Government would give 
their approval for the project. 

Dividends — With completion of the 
Harbor near, one major oil company has 
already purchased property along the 
Channel, and preparations are under way 
to build oil docks which will serve the 
Valley by bringing oil on barges from 
East Texas. Two Shrimp Industries have 
constructed warehouses on the Canal and 
will use the Channel for their base of 
operations, and a phosphate fertilizer 
company has completed its plant on the 
Channel and is ready to manufacture 
commercial fertilizer. Sites have been 
picked out by another major oil com- 
pany. It will start construction in the 
near future. Keeping in mind that this 
new Port of the Rio Grande Valley is 
more centrally located, and 35 miles 
nearer to the center of the distribution 
point than many other Ports, many other 
industrial firms are rapidly becoming 
more interested in securing locations at 
Port Harlingen. 
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Transition Problems Intensified 


by New Price-Wage Controls 


by Sidney Fish 
Industrial Analyst 


Bic new industries coming to the South 
—steel, chemicals, aluminum, rubber, air- 
craft and other ordnance production— 
mean steady expansion for the entire area 
over the next decade. 

For the average employer, however, 
now is the time to take action on the 
serious transitional problems that lie 
ahead over the next few months. Cut- 
backs ordered by the National Produc- 
tion Authority in the use of steel, copper, 
aluminum and other materials mean that 
temporarily management will have to 
demonstrate its resourcefulness and flexi- 
bility. Price controls, too, will place a 
severe test on employers. For under the 
latest rulings of the Office of Price 
Stabilization and the Wage Stabilization 
Board, it is plain that wage costs will 
continue to rise for some months at least, 
while price relief will be granted in small 
amounts and very slowly. Months may 
pass before OPS changes the General 
Ceiling Price Regulation in its applica- 
tion to your company. 

Emergency Measures—Here are some 
emergency measures that various man- 
agements are taking as they face this 
transitional period, which may last a year 
or longer: 

L. Attention is being given to economy 
programs. These are especially important, 
since it is plain that taxes are rising 
sharply, civilian volume is being reduced, 
and defense orders are not only difficult 
to obtain, but often provide narrower 
profit margins than on civilian output. 

2. Profits are being studied on each 
civilian item manufactured. If the profits 
on some items are too low, under OPS 
ceilings, an appeal for price relief should 
be made at once to OPS. Do not count 
on automatic price relief being extended 
to your industry under which you would 
be allowed to add new costs to your 
prices. 

3. On the assumption that price relief 
applications will be acted on slowly, take 
steps to shift your production from low 
profit items to those in which the profit 
is more adequate. 

Thus far, the OPS regulations do not 
bar the discontinuance of unprofitable 
items, or the reduced production of such 
items. Since it is likely that OPS will 
prevent you from bringing out new 
styles at prices higher than those already 
in your line, you will have to improve 
your price position by making changes 
in the output of the various items which 
you are already producing, so that your 
profit margin will not be squeezed too 
severely by rising costs. 

4. Shortages of materials are bound to 
force you to eliminate certain styles or 
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models, or to make substitutions of new 
materials. In making such substitutions, 
try to make changes in production 
methods, too, that will enable you to 
reduce your costs. 


5. Make sure that you keep adequate 
cost records. To obtain price relief, you 
will have to show OPS that your cost 
accounting is sound. 


6 You may not change your discounts 
or allowances, under the OPS ceiling 
price regulation. But if your customers, 
due to reduced purchases, do not qualify 
for quantity discounts, or if their credit 
is impaired, you are justified in adopting 
a different policy under those conditions, 
for the individuaf customers. But make 
sure that your discount terms and credit 
terms are spelled out in writing, so that 
you will be ready if OPS ever questions 
them. 

4. Have your base period prices ready 
for inspection by OPS. Enforcement 
agents of OPS will go out in the field for 
the first time in March, to make sure 
that sellers are not exceeding their 
allowed ceiling prices, which in general 
represent the maximum prices on goods 
delivered during the base period, from 
Dec. 19, 1950, to Jan. 25, 1951. 

Section 16 of GCPR says that you must 
“preserve and keep available for exami- 
nation” by OPS those records showing 
prices charged for commodities and serv- 
ices delivered or offered between Dec. 
19 and Jan. 25. In addition, you must 
keep records to establish the “latest net 
cost incurred by you prior to the end 
of the base period in purchasing com- 
modities” (if you are a wholesaler or a 
retailer). 

You must show, in addition, categories 
of commodities delivered or offered, and 
you must prepare and preserve a ceiling 
price list of all of your commodities, list- 
ing each model, type, style and kind. 

8. If you raised prices during the base 
period, and then rescinded the rise, in 
response to the “voluntary” price con- 
trol program tried by OPS in December, 
you may now restore the price rise, since 
your maximum price during the base 
period is your legal ceiling. 

9. If your competitors have raised their 
prices, and you have been frozen at a 
lower price level, you should consider at 
once an appeal to OPS to raise your 
prices to your competitors’ levels. 

10. If your suppliers raised prices just 
before the freeze, but you were prevented 
from establishing a higher ceiling price 
because you were unable to deliver any 
of your products at the higher level be- 
fore Jan. 26, you should appeal for relief 
from this squeeze. 


11. If you were forced to grant a wage 
or salary increase after the price rise 
became effective, you should at once pre- 
pare your appeal to OPS, citing not only 
higher labor costs but any other cost in- 
creases on materials, etc., that you have 
encountered. Also, mention reductions 
in volume resulting from materials short- 
ages, which have raised your overhead 
costs per unit. It is not certain yet what 
relief, if any, OPS will grant on such 
applications, but the sooner they are 
presented, the quicker you will know how 
you stand price-wise under the controls, 
and you will therefore know what correc- 
tive action you will have to take to bring 
your costs down. 

12. If you make products from agricul- 
tural commodities, special OPS provi- 
sions give you a limited measure of re- 
lief. Processors and manufacturers are 
allowed to add the dollars and cents 
difference per unit between the highest 
price paid by them for a purchase of 
the agricultural commodity during the 
base period, and the cost of the most re- 
cent purchase. You may add this amount 
to your maximum selling price for the 
period from Dec. 19 to Jan. 25. OPS must 
be notified of the facts by registered mail. 

18. If you are traditionally a high cost 
producer, and often required a higher 
price than some of your competitors, you 
may qualify for a premium price level. 
During the last war, such high cost pro- 
ducers often were permitted to sell at 
levels above those approved for the | 
industry as a whole. 

14. Escalator clauses have been ruled 
invalid by OPS. But if you booked orders 
a long time ago for future delivery, under 
a price escalator clause, you may be en- 
titled to some measure of price relief, 
once OPS issues standards covering such 
cases. 

15. Make sure that you overlook no 
avenue for reflecting your true costs. 
Many companies have completely written 
off the cost of plants or equipment. In 
such cases, their depreciation charges are 
artificially low, as a result of long range 
savings, and your opportunities for price 
relief and tax relief are reduced. To 
increase your computed costs, you should 
consider selling your plants to an insur- 
ance company, a religious organization 
or other investors and then taking them 
back under a long-term lease. In that 
way, the rent will be a new cost that 
you can use as a base for price relief, 
and for a reduction in your calculated 
profit for tax purposes. In view of the 
high excess profits tax on 1951 corporate 
earnings, such steps are highly advisable. 
Similarly, if you operate a fleet of cars, 
you should consider selling the fleet and 
renting them from a car or truck leasing 
agency. 

16. If you have difficulty computing 
your ceiling price on a new product, write 
to the Director of Price Stabilization, ex- 
plaining the nature of your problem. 

1%. When you prepare your report to 
OPS of your base period prices, make 
note of any seasonal or other factors 
which forced you to sell at abnormally 
low levels at that time. Also, make note 
of any reduction of your costs during the 

(Continued on page 36) 


33 





EXPANSION 
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INDUSTRIAL 


Shown above is the new plant of Yancey Bros. Co., located just north 
of the city limits of Atlanta, Ga., on U. S. Highway 41. One of the 
most modern machinery distributor's plants in the Southeast, it includes 


75,000 sq. feet under roof. The new plant went into operation March Ist. 


IN GEORGIA 


Ground has been broken for 
construction of a new building 
to house offices and warehouse 
facilities of the Goodyear Tire 
and Rubber Co., Inc., Atlanta 
district office. The building is 
scheduled for completion by 
May |. I. H. Hardin, gen'l contr. 
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INDUSTRIAL EXPANSION 


IN TEXAS 


Construction of a one story brick and steel structure in Dallas for the 
Ford Motor Co. will begin soon. Designed as a parts depot, the build- 
ing will measure 240 by 500 feet and will contain 120,000 square feet 
of floor space. The Austin Co., Cleveland, designer, engineer, contractor. 


NORTH CAROLINA 


Woonsocket Falls Co. mill near 
Wilmington, N. C. Scheduled for 
completion this month, this $3,- 
500,000 building which includes 
seven acres under one rcof, will 


employ 700 workers in weaving, 
dyeing and finishing pile fabrics 
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base period, resulting from specially 
advantageous purposes. 

18. Preserve all price lists and other 
written records to support your maxi- 
mum base period prices which you have 
chosen. 

19. Make a special survey of your over- 
head costs, to make sure that you are 
including every item in your calculation 
of costs, when you submit figures to OPS. 

Pricing problems are not the only 
transitional problems by any means. 


Other Problems—Wages—Many other 
steps must be taken to keep a business 
on an even keel during the era of con- 
trols that lie ahead. Wage controls are 
just as important, and they require just 
as careful planning. 

The Wage Stabilization Board has 
established a catch-up wage rise formula, 
under which employes who have not re- 
ceived an increase of 10 per cent since 
Jan. 15, 1950, will be allowed to receive 
an increase which would bring them up 
to that level. 

Although the major unions have won 
rises of 8 to 10 per cent since Jan. 16, 
1950, many small employers have given 
no increase at all, or possibly 3, 4, or 5 per 
cent. They are not required, by the WSB 
order, to bring their wages up 10 per cent 
over the base period. But growing man- 
power shortages, and union pressure will 
probably make it advisable to grant 
moderate rises, where employes have 
lagged behind the 10 per cent permissible 
catch-up formula. 


Some employers will even seek ways 7 


to exceed the legal 10 per cent limit. 


The regulations permit merit increases 
and length of service rises. But this does 
not mean that the employer is permitted 
to use unlimited discretion in granting 
such rises. He must have a formal merit 
increase plan, in writing. The jobs must 
be clearly described and each job classifi- 
cation must have a clearly designated 
rate range. 

The regulations state that when a plan 
does not provide for increases in specific 
' amounts or percentages, that the amount 
which may be granted to any one em- 
ploye as a merit rise cannot exceed the 
figure obtained by dividing the total 
amount of merit rises granted during 
1950, in a single job classification, by the 
number of employes in that classification 
who received such increases. The average 
merit rise thus becomes the maximum 
merit rise for 1951. 


If the employer has any question con- 
cerning wage stabilization, he should put 
it in writing and send it to his regional 
Wage-Hour Division of the Department 
of Labor, which will act as the enforce- 
ment agency in the field for the Wage 
Stabilization Board. In this way, the em- 
ployer will be legally protected against 
any infringement of the rules. 

Know-how Will Pay Off—In the period 
of transition which we have entered, 
there will be a cash pay-off for detailed 
knowledge of the regulations, and how 
best to utilize them to strengthen a com- 
pany’s position. 
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Federal Power Commission 
(Continued from page 29) 


Considering these attacks individually, 
we may describe the first as a jurisdic- 
tional assault. In the first instance, the 
interveners claimed that while the Flood 
Control Act of 1944 had authorized only 
two specific projects in the Roanoke 
Basin and had appropriated funds only 
for these, it had approved a “general plan 
for the comprehensive development of 
the Roanoke River Basin for flood control 
and other purposes”. It was their con- 
tention that because this general plan 
included Roanoke Rapids, that Congress 
thusly had pre-empted jurisdiction over 
the eight power sites for exclusive fed- 
eral development. 

In his decision of March 17, 1950, the 
Federal Power Commission’s examiner, 
Mr. Hampton, ruled against the line of 
argument used by the Department of In- 
terior and the REA. 

The interveners tried again. They now 
insisted that the FPC had, by its own 
actions, placed this case outside of its 
jurisdiction. This claim is based on the 
fact that during the House hearings on 
the Roanoke Basin plan the FPC had 
answered, by routine letter, a request for 
comments in which it concurred with the 
army engineers’ conclusion that the 
Basin should be developed in a compre- 
hensive fashion. This action, it was 
claimed, thoroughly divested the FPC of 
any further say in the matter. Examiner 
Hampton was equally emphatic in his 
ruling against this line of argument. 


Having failed in their efforts to have 
the case taken out of the hands of the 
FPC, the Interior Department then be- 
gan a series of curious objections to the 
project on its merits. They attacked it as 
being too costly for practical operation, 
bringing into the picture the amounts 
that VEPCO would have to pay Buggs 
Island for the assurance of an adequate 
water supply. They attacked it as taking 
unfair advantage of the government’s 
tremendous investment in the Buggs 
Island dam, 40 miles to the North; saying 
that VEPCO would be “picking up the 
apples after the taxpayers had shaken 
them down.” They then claimed that 
actually the site was of no value at all. 
This argument carried little weight, 
especially in view of the fact that it came 
after the interveners’ contention that the 
site was entirely too valuable for a pri- 
vate utility to exploit. Needless to say, 
the former argument has been squelched 
also. The final effort of this particular 
attack was possibly the weakest of all 
those preceding it. It was claimed that 
the project would be a barrier to navi- 
gation on the Roanoke River. This sud- 
den concern on the part of the Secretary 
of the Interior over navigation rights was 
received with very little patience by 
army engineers who characterized navi- 
gation in the area: under question as 
“inactive.” 

Attack No. 3 held no water whatscever. 
Herein Interior agreed that Roanoke 
Rapids is a tremendous opportunity after 
all. In the fate of past testimony as to 
the terrific expensiveness of the project, 


it stated that power could be produced at 
Roanoke Rapids for 2.90 mills; compared 
with 5.10 mills at Buggs Island. Every- 
thing would be just fine if the govern- 
ment owned both because then it could 
charge less than cost for Buggs Island 
power and more than cost for Roanoke 
Rapids power with the happy result that 
preferred customers would get a first 
class bargain as a result. This testimony 
indicated nothing much outside of sug- 
gesting that the opposition was not as 
familiar as it should be with paragraph 
5 of the Flood Control Act of 1944, which 
limits the Secretary of the Interior 
specifically to recover costs. 


Down to Brass Tacks, At Last—In his 
fourth attack the Secretary of the In- 
terior got down to brass tacks. What he 
had really been meaning to say all along 
was this: “I am instructed under the 
Flood Control Act to sell whatever sur- 
plus power may result from authorized 
dams to certain preferred customers. 
Sooner or later, these cooperatives and 
public bodies may need more power than 
these dams will make available to them. 
Therefore, I must be prepared to supply 
whatever power they may require in the 
future. Toward that end it is my duty to 
prevent private power companies from 
developing sites which later might be 
used for public power supply.” This, per- 
haps, is the most dismaying part of this 
entire study. 

It can only be supposed that this 
twisted interpretation, stated by the Sec- 
retary of the Interior, constitutes the cur- 
rent Washington thinking, insofar as the 
government’s obligations in the field of 
public power are concerned. Stating it 
a little differently, the Secretary regards 
it as his duty to sell not only what he 
has, but to preserve that which he has 
not, and to sell not to any purchaser, 
but to “preferred customers.” 

Examiner’s Ruling—On November 15, 
1950, Mr. Hampton noted that it appeare: 
to be even more remote and improbabl 
then, than when the decision of March, 
1950, was issued, that the government 
would develop Roanoke Rapids. In the 
same ruling the FPC examiner stated 
flatly that the Flood Control Act “does 
not charge the Secretary of the Interior 
with the duty, or confer the authority, 
to provide means to supply all power re- 
quirements of public bodies and coopera- 
tives. Nor is authority found in para- 
graph 5 to arrange for or provide new 
sources of power for new preference cus- 
tomer loads to be developed in the future. 

These conclusions by Mr. Hampton 
went to the full membership of the 
Federal Power Commission. 

FPC Finds For VEPCO—In a unani- 
mous (5 to 0) action taken by the Com- 
mission on January 26, 1951, it approved 
its Examiner’s report recommending a 
licerse for the Virginia Electric & Power 
Co. to develop the Roanoke Rapids site. 

As the situation exists today, Virginia 
Electric & Power Company has won an 
outstanding victory for privately owned 
and operated power companies. Litiga- 
tion by the Department of the Interior 
in the higher courts, while possible as a 
delaying action by government socialists, 
can scarcely hope to be_ successful. 
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Income Study Reveals Need 
For Improved Farming Methods 


By Caldwell R. Walker 
Editor, Blue Book of Southern Progress 


ie WBE the remarkable showing be- 
ing made by Southern business activity 
in all segments of the Region’s economy, 
incomes continue to be disappointing. 

In a practical sense, incomes represent 
the single true measure of prosperity and 
economic progress. 

And viewed from this common-sense 
standpoint, the South still must do con- 
siderable planning and developing before 
complete satisfaction can be attained. 

When contemplated broadly, it appears 
somewhat puzzling that the 16 Blue Book 
states of the South, with one third of the 
Nation’s population and approximately 
the same ratio of employed labor force, 
should be able to realize from their eco- 
nomic endeavors only one fourth of the 
national income. 


Causes Sought—It is only when the 
body economic is dissected and carefully 
inspected that the underlying cause or 
causes of the apparent anomaly become 
clearly understandable. : 

A complete analysis of this type is now 
made available from material borrowed 
from the 1951 Blue Book of Southern 
Progress which will come off the press in 
complete form within the next few weeks. 

The Blue Book will show, for 1950, a 
total private enterprise income for the 
South of $53 billion; for the Nation $207 
billion, 

The latter figure compares favorably 
with estimates just released by the U. S. 
Department of Commerce, setting total 
national income for 1950 at $235.6 billion. 
This figure includes $24 billion as derived 
from government, a category not covered 
by the Blue Book, and also an unstated 
amount designated as imputed rental in- 
come accruing to those who own their 
own homes. This category also is one 
which the Blue Book does not include as 
an. element of private enterprise. It 
should run not less than $5 billion. 

When this amount and that contributed 
by government are eliminated the Blue 
Book result and that of Commerce come 
into close accord. 

South’s Share—As a starting point, it 
can be noted that for 1950 the South's in- 
come from private enterprise amounted 
to 25.6 per cent of that of the Nation. 

It can also be noted that the popula- 
tion count completed last spring by the 
U. S. Department of the Census shows 
49.8 million population for the South (ex- 
clusive’ of District of Columbia) and 


Why the discrepancy—The answer is 
not hard to find. But is not the simple 
matter of setting up factories where 
farms now exist, of diverting enterprise 
from agriculture to other industries, It 
goes further and deeper than that. 


In the first place, the South needs to 
keep all its farms going—and if present 
conditions continue into the future, to 
keep its farms going at a healthy clip. 
Rising prices for farm products attest to 
current supremacy of demand over 
supply. 

If not that, then what? With the 
South’s labor force mtly plunged up 
to the hilt in empl ent, how institute 
more lucrative enterprise other than by 
abandoning farms and promoting fac- 
tories? 


Well, following the oft quoted slogan 
of Al Smith, let’s look to the record for 
the answer. And first, let’s look at farm- 
ing. 


Farming—Income from farming in the 
South in 1950 totaled $7.4 billion, includ- 
ing pfoducts used for farm use. That 
meant a per capita income from farming 
for every man, woman and child in the 
south of $148. : 

In the Nation at large, farm income 
totaled $19 billion, a per capita rate of 
$133, From this standpoint, the South had 
all the best of it. 

But looking further, it is found that 
it took 5,565 Southerners to turn out their 
$7.4 billion, while in the country at large 
it required only 10,427 persons to acquire 
their $19 billion. This meant an income 
production of $1,914 per working person 
in the United States against only $1,327 
per working person in the South. Or put- 
ting it another way, it would have re- 
quired only 3,857 farm workers in the 
South to produce their 1950 income if 
their farms had been operated as ef- 
ficiently as the average for the Nation. 
That would have released nearly two mil- 
lion workers for engagement in other in- 
dustries. Even at the low current rate 
of average Southern income, such a con- 
version would have resulted in an income 
gain of $15 billion, and per capita in- 
come gain of $32 per annum. 

It is not an immediate objective to 
attempt to point out what can and should 
be done to bring about such results, The 
The requisites are very likely well known 
to every farmer in the South. And it also 
should be said that these requisites are 
being put into effect with good speed. It 
is going to take time. It is not amiss to 


point out, however, that Florida, Missouri 
‘and Texas are already exceeding the na- 


average for farm income, and that 


the latter two at least are heavy livestock 
producers. 

Whatever the methods to be used in 
the procedure, it can be said with reason- 
able certainty that the South will never 
achieve income parity with the rest of 
the country until a better utilization of 
soil and land resources is achieved, and 
along with this achievement must go in- 
tensification of mechanized farming. 
Thereby fewer persons will be required 
to do specified tasks, and others will be 
released to increase incomes in diversified 
endeavor. 

Other endeavor—The South does not 
show badly in some other economic sec- 
tors. In mining for example, per capita 
and worker incomes top somewhat the 
averages for the Nation. Mining income 
in the South in 1950 totaled $2.9 billion, 
a per capita rate of $38 and a worker rate 
of $6,359. The Nation’s mining income of 
$5.7 billion represented a per capita rate 
of $21 and a worker rate of $5,967. 

In manufacturing, the South falls con- 
siderably below the national average, due 
primarily to scarcity of skilled worker 
industries. Income from manufacturing in 
the South totaled $14.9 billion—per capita 
$300—per worker $4,383. The Nation had 
manufacturing income. of $74.5 billion— 
per capita $497—per worker $4,947. 

In the remaining industries, utilities, 
construction, finance, trade and service, 
there is little to choose between the 
South and Nation. The South has lower 
per capita rates in all, but per worker 
rates that are on a par with the national 
average. These other industries, more- 
over, are generally supplementary to 
those turning out raw materials and 
manufactured products. As incomes from 
these latter expand, the supplementary 
industries tend to expand accordingly. 

One other point is worth exploring at 
this stage. Manufacturing of any sort un- 
questionably serves as an income lever. 
To be highly effective, however, discrim- 
ination should be observed in expanding 
factory production. 

South Carolina serves as an excellent 
illustration. No state in the South, and 
doubtless none other in the Nation, has 
expanded manufacturing at a greater per- 
centage rate than South Carolina over 
the past decade or so, 

This expansion has aided the income 
of South Carolinians mightily.. Further- 
more, its ratio of manufacturing income 
to total income is highest in the South. 
Yet this state still ranks eleventh among 
the 16 states in per capita rate of income. 
This for reasons already touched upon. 
Too many people are required to turn 
out the State’s agricultural production, 
and discrimination has not been observed 
in selection of factories. Seventy per cent 
of all manufacturing output is in textiles, 
and while the textile industry is a natural 
for the South, it is not among the high 
income producers. Serious consideration 
should be given toward institution of 
other industries also, preferably those re- 
quiring high skills. There alone lies the 
highway to better incomes. After all, in- 
come is merely the simple combination 
of compensation for work and property. 
High wages and high profits combine to 
make high incomes. 








Long Market Rise Poses 


Problems for Investors 


Public attitude now subject to diverse psychological 


factors. 


By Robert S. Byfield 


Financial Editor ~ 


P icmer investors in many groups of 
industrial and railroad common stocks 
have seen their holdings become more 
valuable in recent months as recorded 
by quotations which are expressed in 
non-convertible paper dollars. For them 
an active bull market is in existence just 
now and their tendency is not to quarrel 


having their wages raised. Many of the 
professional and other self-employed peo- 
ple are also prosperous. White collar 
workers and those who are living on 
fixed incomes such as the interest from 
bonds and annuities are naturally not 
having a good time of it. But many peo- 
ple are victims of a false sense of security 


with it, although an increasing number ; because, as it has been in many other 


of observers are shaking their heads and 
suggesting that there must be some sort 
of a reaction in the offing. Of course, 
sooner or later quotations will cease to 
rise, but whether or not there will be 
a drastic “shakeout” of the type previ- 
ously witnessed from time to time in the 
stock market is not easy to predict. Prices 


of shares may just level off, trading’ 


activity may decline and public interest 
lag. When security markets are regu- 
lated as at the present time and the im- 
pact of tax laws is so great, due allow- 
ance must be made for unorthodox be- 
havior of prices. The past no longer may 
be a reliable guide. 


Present Attitude of Investors—aAt this 
writing “inflation” is still something of 
an abstraction which the politicians in- 
veigh against but do little to cure. If 
the hour of termination of the present 
bull market has not yet struck, it is be- 
cause the American public seems to be 
enjoying the effects of inflation at the 
moment and probably will continue to 
enjoy it right up to the time that it 
becomes frightened. At that time it will 
demand that Washington really do some- 
thing about inflation and those who are 
on the alert to find some reason for 
tempering or reversing their views about 
the stock market will then find the key 
to what they have been seeking. 


Danger Signs Being Ignored—If Wash- 
ington actually takes action about infla- 
tion, public psychology may change over- 
night as it has occasionally done in the 
past. Many investors would then decide 
that common stocks were no longer quite 
as desirable a substitute for cash or gov- 
ernment bonds as they now believe. 
There are plenty of people who are be- 
ing injured by the rise in commodity 
prices, but they certainly do not include 
the farmers or those members of highly 
organized and aggressively led unions 
who are able to find ways and means of 


countries, in its early stages inflation is 
somewhat like a narcotic. The public will 
commence to get scared when some of 
the pensioners, annuitants and white col- 
lar workers begin to show frayed cuffs. 
At that time politicians will decide that 
it is more to their interest to attack seri- 
ously the root causes of inflation rather 
than to tamper with the symptoms as 
they are now doing. ’ ° 


Specifically, the announcement of con- 
trols on wages and prices did not dis- 
courage investors from buying common 
stocks because these regulations were 
milder than had been expected. The 
stricter requirements for carrying stocks 
on margin which were recently instituted 
were practically ignored principally be- 
cause most of the buying of securities has 
been for cash and the total borrowing 
for the purpose of buying securities still 
stands at a very low figure. 


Treasury-FRB Controversy—The pub- 
licity widely given the latest chaper of 
the iong controversy between the U. S. 
Treasury and the Federal Reserve Board 
served only to remind investors that the 
Treasury will win out over its opponents 
in the long run. There seems little doubt 
at this time that if the U. S. Government 
wishes to have as low an interest rate 
as it deems necessary to finance itself 
it will win over the Federal Reserve 
Board to see things its way. Long ago 
it was evident that the Welfare State 
favored printing press techniques and 
abhors monetary orthodoxy. Since the 
outbreak of hostilities in Korea the Fe¢- 
eral Reserve has been acquiring rather 
than selling government bonds and this 
in a sense has created “new money.” 
Some economists feel that practically all 
of the rise in commodity prices since last 
summer has been due to Federal Reserve 
policy and that if the monetary au- 
thorities in Washington had seriously 
attempted to cope with inflation six or 


seven months ago they would have suc- 
ceeded in holding the price level fairly 
close to that which existed in May, 1950. 
We are mindful of the fact that the 
problem has been complicated by the ex- 
istence of many billions of Series E and 
F Savings Bonds which are maturing 
during the next half dozen years and 
which can be cashed in at the option of 
their holders. This limits the maneuver- 
ability of the money managers, and, of 
course, the expansion pressures of a war 
or rearmament economy are bound to 
lead to inflation of some sort, but the Fed- 
eral Reserve System has powerful brak- 
ing facilities which in the present in- 
stance appear not to have been used to 
the extent to which they might have been. 
Institutional and other well. informed 
investors are perfectly aware of what has 
transpired since Korea and are backing 
their judgment with respect to common 
stocks. 


Inventories—Asset or Liability?—The 
favorable attitude of the public towards 
common stocks may reverse itself if the 
problem of accumulation of inventories 
grows more urgent. Since the turn of the 
year there has been ample evidence of a 
sharp increase in inventories at all 
levels from the manufacturer to the con- 
sumer. The avid buying well in excess of 
consumption stems from the widely held 
belief that many commodity items will 
become scarce as the armament program 
begins to bite into our raw material sup- 
plies. Imminence of further tax legisla- 
tion has created fears that prices of cer- 
tain other items including popular lines 
of consumers durable goods will be 
pushed up by increased excise taxes. At 
this writing inventories, which are large 
however reckoned, still constitute in the 
minds of their holders valuable assets. 
They could be psychologically trans- 
formed rather quickly into burdensome 
liabilities, but we have no means of 
ascertaining when, as and if is 
might transpire. Recent statements 
about “peace” emanating from the Krem- 
lin might, in years gone past, have 
aroused a feeling that an early cessation 
of hostilities in Korea or even of the cold 
war variety might take place. The Ameri- 
can public is now pretty well educated 
to the proposition that Communist dialec- 
tics are not derived from a Webster's 
dictionary. They cannot be taken at face 
value, but must be decoded. For example, 
when Stalin asks for “peace” he is look- 
ing toward a condition where there will 
be an acceptance of Soviet dictatorship. 
When he speaks of “people” he does not 
mean the great masses of citizens of any 
particular country, but only those citi- 
zens who are Communists and are willing 
to follow the Communist line. Hence, 
there has been considerable skepticism 
on the part of American investors of the 
genuineness of peace propaganda state- 
ments which are now being rather widely 
circulated. Ending of hostilities in Korea 
and real disarmament and demobilization 
must await the existence of something 
more than propaganda and an eventu- 
ality of this kind, however desirable it 
may be, does not seem to be in‘the cards 
just now. 
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Vermiculite Insulation Allows 





Shipment of Hot Ingots 


A SAVING of nearly two months of 
processing time was achieved when a 
white-hot ingot was recently shipped by 
rail from Dominion Iron and Steel Lim- 
ited, Sydney, Nova Scotia, to Trenton 
Steel Works Limited, 200 miles away in 
Trenton. 

In what is believed to be the first such 
shipment anywhere, the 30,000-pound in- 
got left Sydney with a temperature of 
1,770 degrees Fahrenheit late in the after- 
noon. When the Trenton plant went to 
work on it the next morning, it still re- 
tained a temperature of 1,575 degrees. 

This precedent-shattering trip was 
made possible because the ingot was in- 
sulated with vermiculite, a mineral of the 
mica family, mined and supplied in this 
instance by the Zonolite Company of 
Chicago, Ill. 

Time saved—tTraditionally, such a ship- 
ment has been a time-consuming opera- 
tion, The ingot would have had to be 
cooled before being transported, a pro- 
cess requiring six long weeks. At its 
destination, it would have had to be re- 
heated for 10 days before work could be 
continued. 


Special arrangements were made for 
the trip by the Canadian National Rail- 
way, which carried the cargo. 

At the Dominion plant the huge, hot 
ingot was allowed to solidify in a mold, 
was stripped and placed in a cast iron 
box insulated with premolded vermicu- 
lite. The remaining space was then filled 
with loose vermiculite, and a steel lid 
placed on the box. This was then se- 
curely fastened and braced to the rail- 
way car floor. 

In the opinion of steel men in that 
area, this successful test trip may prove 
to be one of the most important develop- 
ments in the steel industry in recent 
years. Reduction in processing time 
means lower costs, and shipping a hot 
ingot eliminates the danger of cracks 
from cooling. : 

Outstanding Qualities — Vermiculite 
has a melting point of 2,500 degrees Fah- 
renheit, making it absolutely fireproof. 

Used in construction as plaster or con- 
crete aggregate, vermiculite gives re- 
markable heat and fire-resistant qualities 
to these materials. For example, one inch 
of this type plaster gives\from two to 
four times the fire protection of one inch 
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First known shipments of white-hot steel 
months’ time—are 


Proceasing—-Vermiculite is a non-me- 
tallic mineral of the mica family, dis- 
tinguished from other varieties of mica 
by its peculiar property of exfoilating, or 
expanding, when heated. As it comes 
from the open-pit mines, the ore weighs 
about 120 pounds per cubic foot. The ore 
is crushed into small particles, each con- 
taining hundreds of plates tightly pressed 
together. Between each plate is a tiny 
amount of moisture. When heat treated 
in a furnace of about 2,000 degrees F., 
the moisture between the plates turns to 
steam and explodes the particles into 
cellular granules about ten to twelve 
times their original size. In this process 
innumerable dead air cells are trapped 
between the laminations and it is from 


a saving of two 


ingote—permitting 
made possible through use of vermiculite insula- 


processing 
tion in a railway flat car. Here a 130,000 pound 


ingot is being loaded. Ingots 


are shipped at a temperature of 1600 degrees F. 


of sand plaster. In one test, an inch of 
vermiculite concrete was placed over a 
sheet of paper, and a two-pound magne- 
sium incendiary bomb was permitted to 
burn itself out on top. The paper wasn’t 
even charred. 

In many buildings, fire-safe vermicu- 
lite is used to protect structural steel. 
Although steel will buckle in a fire reach- 
Ing 1,000 degrees, vermiculite plaster will 
keep the girders comparatively cool and 
unbuckled for four hours—or long 
enough for firemen to put out the flames. 

source of this valuable 
mineral is located right in the South—in 
the Carolinas—and the further develop- 


, ment and expansion of the mining and 


processing of vermiculite holds almost 
unlimited industrial possibilities for these 
areas. 


this air cell entrapment that vermiculite 
obtains a large part of its insulating 
value. The heating process destroys all 
fungi, bacteria and other forms of life, 
drives off volatile and soluble chemicals 
and leaves the vermiculite granules 
chemically inert. Vermiculite is incom- 
bustible, rot proof and vermin proof. 

Following the heating and expanding 
process the vermidéulite granules are 
screened to various sizes for use as an 
aggregate for plaster, concrete and other 
requirements, The weight is then 8 to 10 
pounds per cubic foot. 

It is doubtful that any other mineral 
can match vermiculite in its wide range 
of uses. In possessing great stores of 
this natural wealth, many states have 
the basis of an important and profitable 
industry. 





Special Features Add Interest 
To International Industrial Exhibition 


In addition to the vast display of equip- 
ment for all branches of industry, special 
educational features will attract the 
attention of visitors at the International 
Industrial Exposition in Houston, Texas, 
from March 11 through 17. The trend of 
this show is toward an emphasis on tools, 
machinery and materials for greater effi- 
ciency in industrial operations for the re- 
armament program now getting under 
way, and its importance to men in every 
phase of industry is thus enhanced by the 
auspicious time at which the exposition 
is being held. It is virtually “four shows 
in one” since equipment and services will 
be presented for use in oilfield opera- 
tions, in the chemical industries, in re- 
fining and in general industrial plants 
and shops, including power generation 
and transmission, machinery design and 
the manufacture of various primary and 
related products. 

Educational Aspects — Since scientific 
and technical developments in equipment 
design and operating methods will re- 
ceive special attention, arrangements 
have been made with educational insti- 
tutions and research projects to present 
displays along these lines. As un ex- 
ample, the Annual Engineering Show of 
the University of Houston will be given 
at the International Industrial Exposi- 
tion. Each engineering department of 
the University will have its individual 
exhibits and one that will be of particular 
interest to the petroleum industry will 
be a gas-lift demonstration. Another for 


E. G. Lenzner 
General Manager 
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both the petroleum and chemical indus- 
tries will be a test engine for octane num- 
ber rating which determines the quality 
and performance of fuels for gasoline 
engines. This latter will also be of inter- 
est to the aviation industry and the Air 
Force. 

For the more general fields of industry 
‘there will be a stress-analysis display 


' which consists of a study, with models, 


“by Tight rays for the determination of 
actual stresses in bridges, structures and 
equipment. There will be displays in 
miniature of some of the large industrial 
plants, such as that of the Hughes Tool 
Co., showing the complete equipment 


layout and the handling of material. 
These displays are now under construc- 
tion for the engineering exhibit at the 
industrial show. 

Some of the other exhibits by the Uni- 
versity of Houston will include the dis- 
play and demonstration of a television 
camera and receiver, the actual taking 
and showing of television pictures, a 
micro-wave exhibit, safety display and in- 
ternal combustion engine construction. 
Several cut-aways showing features of 
various internal combustion and diesel 
engines will be exhibited, together with 
similar showings of auxiliary equipment 
for engine performance. The test equip- 
ment has been built at the University 
shop and among the equipment designed 
and made in this shop are a reversible 
screw-cutting machine and an automatic 
color slide film projector. The equipment 
to be displayed at the university’s ex- 
hibit is valued at $75,000. 

Bureau of Mines Exhibit—-The U. S. 
Bureau of Mines will demonstrate the 
danger of gas ignition in pipe lines and 
the danger from static electricity in gaso- 
line storage and transportation. In the 
exhibit showing the danger of gas in 
Pipes and sewers, a trough has been con- 
structed to show how gases that are 
heavier than air will flow downhill and 
may be ignited by a flame. Equipment 
will demonstrate the ignition of these 
gases in pipe lines and sewer lines and 
will include a pipe line that will be set 
up in the booth. 


Panorama of the display floor at Sam Houston Coliseum last year when the exposition was held. 
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Electric Energy, Inc. 
Names Executive Officers 


Electric Energy, Inc., the company 
formed to build a 500,000 kilowatt elec- 
tric plant to serve the Atomic Energy 
Plant at Paducah, Kentucky, has been 
organized by the five participating pow- 
er companies ., . Union Electric Co., Mid- 
dle South Utilities, Inc., Central Illinois 
Public Service Co., Illinois Power Co., 
and Kentucky Utilities Co. 

Officers of the company are as follows: 
J. W. McAfee, who is president of Union 
Electric Company, was named president 
of Electric Energy, Inc.; Turner White, 
Jr., who has been superintendent of con- 
struction for Union Electric, was named 


J. W. MeAfee, 
President 


Electric Energy, Inc. 


vice president; Edgar H. Dixon, presi- 
dent of Middle South Utilities, Inc., was 
elected secretary-treasurer; and E. J. 
Shapiro, Union Electric secretary, was 
named assistant secretary of the new 
company. 

The board of directors includes Mr. 
McAfee and Mr. Dixon, R. E. Moody, ex- 
ecutive vice president, Union Electric 
Company; Marshall S. Luthringer, presi- 
dent, Central Illinois Public Service Com- 
pany; Allen Van Wyck, president, Illinois 
Power Company; Robert M. Watt, presi- 
dent, Kentucky Utilities Company; and 
Dan James, attorney, of New York. 

An operating committee, with Mr. 
Moody as chairman, Mr. Van Wyck and 
Mr. Luthringer as members, will confer 
frequently with Mr. White who will be 
the operating head of the new company 
with his duties presently concerned with 
construction of the huge plant. 


L.&N. Announces Election of 
N. F. MceGowin As Director 
Louisville and Nashville Railroad, 


Louisville, Ky., recently elected N. Floyd 
McGowin director of the railroad. 
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Mr. McGowin is president of the W. T. 
Smith Lumber Company, Chapman, Ala- 
bama. He was graduated from the Uni- 
versity of Alabama in 1920 and later 
attended Columbia University and Ox- 
ford University. He first entered the em- 
ploy of the W. T. Smith Lumber Company 
in 1924, serving in various capacities un- 
til elected secretary in 1931. He was 
named president in 1934, upon the death 
of his father, J. G. McGowin. 

Mr. McGowin is also a director of the 
Waterman Steamship Corporation, Mo- 
bile, Ala.; the National Lumber Manu- 
facturers’ Association, Washington; the 
Merchants National Bank, Mobile; the 
Southern Hardwood Producers, Memphis, 
Tenn.; and the National Hardwood Lum- 
ber Association, Chicago. He is president 
of the American Forest Products Indus- 
tries, Inc., Washington, and a member of 
the advisory committee, Lumbermen’s 
Underwriting Alliance. 


‘South Carolina National Bank 
Names J. A. Campbell, Jr., Pres. 


The South Carolina National Bank, 
Columbia, recently elected John A. 
Campbell, Jr., as president, succeeding 
B. M. Edwards, who continues as chair- 
man of the board. Mr. Campbell is a 
rnative of Asheville, N. C. He was as- 
sociated with the Merchants & Farmers 
Bank of Marion, N. C., as cashier for 
some time, and later with the North 
Carolina Banking Department. He later 
joined the American Trust Company of 
Charlotte, leaving in the early '30’s to 
take charge of the Charlotte office of the 
Reconstruction Finance Corporation. He 
became associated with the South Caro- 
lina National Bank about four years ago, 
and is very active in the Bankers Asso- 
ciation of that state. 

Mr. Edwards, who has been associated 
with the bank for the past 26 years, 
served in several positions prior to being 
elected president in 1941. He becaine 
chairman of the board in 1949, He is well 
known in the financial field and is a di- 
rector of several large corporations, in- 
cluding the Seaboard Air Line Railroad, 
the South Carolina Electric & Gas Com- 
pany, and Marlboro Cotton Mills. He is 
also a former president of the South 
Carolina Bankers Association. 


Southern Airways Elects 
Three Directors At Birmingham 


Southern Airways recently elected new 
directors at the company’s annual stock- 
holder’s meeting in Birmingham, Ala- 
bama, Hugh A. Deadwyler, public rela- 
tions director of the company, announced 
February 9. 

The directors elected were J. Murray 
Atkins of Charlotte, Herbert P. Smith, 
well-known businessman of Clover, S. C., 


and Edward H. Beneke of Columbus 
Misstssippi. Mr. Atkins was elected to 
serve for one year on the airlines’ Board. 
Other directors elected were Cecil A. 
Beasley, Jr.. Washington, D. C., Robert 
Z. Cates, Spartanburg, S. C., Frank W. 
Hulse, Birmingham, Ala., Henry P. 
Johnston, Birmingham, Ala., Ike F. Jones, 
Augusta, Georgia; Arthur M. Spies, Jr., 
Birmingham, Ala.; Elton B. Stephens, 
Birmingham, Ala.; Ernest H. Woods, 
Birmingham, Ala. 

Mr. Frank W. Hulse, president stated 
to stockholders that the company had 
made a great deal of progress in 1950; 
had increased its route mileage from 1,- 


J. M. Atkins, 
Director 


Southern Airways 


350 miles to some 2,100 miles, and that it 
has increased its fleet of DC-3 21-pas- 
senger airplanes from five to ten during 
the year. He also stated that the company 
had flown a total of two million miles 
and had carried between 40 and 50 
thousand passengers without accident 
since the company started its operations 
in June 1949. 


C. N. Plowden Named Director 
S. C. Planning Board 


Charles Nelson Plowden, of Summer- 
ton, S. C., has been appointed director 
of the South Carolina Research, Plan- 
ning and Development Board, it was re- 
cently announced by A. Stanley Llew- 
ellyn, of Camden, board chairman. 

Mr. Plowden succeeds Louis W. Bishop, 
who resigned to accept a position as 
President of the Hunt Machine Works, 
Incorporated, Greenville, S. C. 

A native of Summerton, Mr. Plowden 
is a banker, lawyer and legislator who 
served for four years as Chairman of 
the Ways and Means Committee of the 
South Carolina State House of Repre- 
sentatives. In this capacity, he became 
familiar with the activities of the board, 
having made several out-of-state trips 
with its executives. 

He is the son of Alfred Judson and 
Nora Nelson Plowden, of Summerton, 
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and is married to the former Norvelle 
Brailsford of that city. 

Mr. Plowden attended Presbyterian 
College and the University of South 
Carolina. He has served as president and 
cashier of the Bank of Summerton; man- 
ager of the Summerton Insurance 
Agency; member, South Carolina Demo- 
cratic Executive Committee; Mayor of 
Summerton, 1938-40; Board of Trustees, 
Presbyterian College; and as a member 
of the State Budget Commission, Sinking 
Fund Commission, Retirement Board and 
Reorganization Commission. He served 
in the State House of Representatives 
from 1941 to 1942 and from 1945 to 1950. 


Frisco Railway Appoints 
Two Vice Presidents 


Clark Hungerford, president of the St. 
Louis-San Francisco Railway Company, 
St. Louis, Mo., recently announced the 
appointment of two new vice presidents 
of the company. 

The new officers are A. N. Laret, pro- 
moted to vice-president in charge of pur- 
chases and stores from general purchas- 
ing agent; and C. P. King, from director 
of personnel to vice-president in charge 
of personnel. 


Mr. King went to work with the Frisco 
at Springfield, Mo., as a stenogropher in 
the mechanical department and held 
various secretarial and clerical posts un- 
til 1929, when he was named assistant 
to the general manager. In 1939, he be- 
came assistant to the chief operating offi- 
cer in St. Louis and in 1947 was named 
director of personnel, the post he held 
until his promotion to the vice presi- 
dency. 

Mr. Laret began work with the Frisco 
in 1906 as a stenographer in the local 
freight office at Pittsburg, Kansas, and 
in 1913 became secretary to the chief 
purchasing officer in St. Louis. In 1920, 
he became chief clerk to the vice presi- 
dent and chief purchasing officer and in 
1922 was named assistant to the vice- 
president. In 1942, Laret was named 
assistant chief purchasing officer and in 
1946 chief purchasing officer. A year later 
he was named general purchasing agent, 
a post he held until his elevation to the 
vice presidency. 


Piedmont & Northern RR Names 
Lynch to Executive Post 


Thomas G. Lynch, director of public 
relations of the Charlotte Chamber of 
Commerce, joined the Piedmont & North- 
ern and Durham & Southern Railway 
Companies effective February 1, it was 
announced recently by W. I. Rankin, 
president of the two railroads. 


Mr. Lynch will have the title of assist- 


Thomas G. Lynch 
Assistant to President 


P. & N. and D. & 8. Railway 


He will be situated in the general offices 
of the company at Charlotte. 

Mr. Lynch is a graduate of the Uni- 
versity of North Carolina and received 
his degree in Journalism. He was for- 
merly a staff writer for the Charlotte 
News, but has been connected with the 
Charlotte Chamber of Commerce for the 
past three years. He served in the Naval 
Reserve during World War II and now 
holds the rank of Lt. Commander, USNR. 
He is a native of Wilmington, N. C. 


Mathieson Chem. Corp. Names 
Two to Executive Posts 
Thomas S. Nichols, president of Mathie- 


son Chemical Corporation, recently an- 
nounced a realignment of organization 


ant to president. In this capacity he will _ 


brought about by the recent expansion 
program of the company. 

Stanley de J. Osborne, vice president 
and treasurer, has been appointed finan- 
cial vice president to supervise the treas- 
ury and administrative departments of 
the company. Willard G. Rouse has been 
named treasurer. 

Mr. Rouse, a native of Maryland, 
attended Johns Hopkins University. He 
has been agency manager for the Equit- 
able Life Assurance Society in Baltimore. 


Hennessey Named Officer 
By Republic National Bank 


Gerald J. Hennessey, formerly of New 
York, has joined the staff of the Republic 
National Bank of Dallas as an assistant 
trust officer, Fred F. Florence, president, 
announced recently. 

Formerly with the Bank of New York 
and Fifth Avenue Bank, New York, Mr. 
Hennessey is a graduate of the New York 
University School of Commerce. He re- 
ceived his Bachelor of Legal Letters de- 
gree from Fordham Law School. He is 
a member of the New York Bar, and has 
taken postgraduate courses at New York 
University Practical Law Institute and 
the American Institute of Banking in 
personal trust administration, wills, 
estate planning and gift taxes. 

He joined the Bank of New York before 
the consolidation with the Fifth Avenue 
Bank. From 1929 to 1935 he was in the 
Commercial Banking Department, and 
from 1935 to present, with the Trust De- 
partment. He has been a legal analyst, 
estate planner and estate and gift tax 
consultant since 1946. 


Richmond Export-Import Club 
Elects New Officers 


The following new officers were recent- 
ly elected at the meeting of the Richmond 
Export-Import Club, Richmond, Virginia. 
Mr. W. L. Pierce, traffic manager of Ex- 
port Leaf Tobacco Company was elected 
President. Mr. J. M. Merritt, sales man- 
ager of Tobacco By-Products and Chemi- 
cal Corp., was elected vice president. Mrs. 
Mildred L. Savory, commercial agent, 
Foreign Trade, of U. S. Department of 
Commerce was elected secretary and Mr. 
C. M. Beasley, Asst. Cashier of State 
Planters Bank and Trust Company was 
elected treasurer. 

Mr. W. O. Eubank of Virginia-Caro- 
lina Chemical Corporation served as 
President of the club. during 1950. 


H. B. Nechemias Advanced 
By Wagner Electric Corp. 


Mr. Herbert B. Nechemias was recently 
appointed manager of the industrial sales 
department at Wagner Electric Corpora- 
tion, St. Louis, Mo., succeeding Mr. J. S. 
Smith, who was appointed director of 
purchasing. 


(Continued on page 44) 
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Mr. Nechemias is a graduate of the 
Georgia School of Technology where he 
obtained a bachelor of science degree in 
electrical engineering. He joined the 
Wagner Company in 1938 as a student 
engineer and spent twelve years in the 
sales department prior to his promotion. 


Atlantic Steel Names 
Duke Product Engineer 


Paul A. Duke was recently named 
Product Engineer for Atlantic Steel Com- 
pany, Atlanta, Ga., according to R. S. 
Lynch, company president. Duke, a 
native of Atlanta, has been connected 
with Atlantic since 1948, as Atlanta rep- 
resentative for their Warehouse Division. 


A graduate of Georgia Institute of 


neering in 1946. He was an outstanding 
athlete and student leader. 

Duke is an active member of the 
Georgia Engineering Society, American 
Society for Metals, Atlanta Touchdown 
Club, Alexander H. Stephens Toast- 
master Club and the North Avenue Pres- 
byterian Church. He is also secretary of 
his Georgia Tech Alumni Class. 


Temco Names McHaney 
Contract Administrator 


L. E. McHaney, formerly Contract Ad- 
ministrator for the Bureau of Aero- 
nautics Representative, Dallas, Texas, 
has joined Texas Engineering & Manu- 
facturing Co., Inc., Dallas, as Con- 
tract -Administrator, Robert McCulloch, 
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COPPER BAN RELAXED 


The ban on the use of copper in 
water systems for new houses was 
removed by the Government. The 
National Production Authority 
bowed to builders’ complaints that 
an order issued last December pre- 
venting the use of copper for water 
systems after March 1 would curtail 
home construction. The earlier or- 
der banned the use of copper in 
some 300 items after March 1. 

To this list, the N.P.A, February 
19 added over 50 items for which 
manufacturers cannot receive cop- 
per after April 1. Home freezers, 
waffle irons and dog tags are among 
the newly banned items. 


METAL USE RESTRICTIONS 


Manufacturers of automobiles, re- 
frigerators and other consumer- 
durable goods were infornied late in 
February that their use of steel, as 
of April 1, will be reduced by twenty 
percent from their average quarter- 
ly use in the first half of 1950. In 
the third quarter of this year an 
additional ten percent will be lopped 
off of this same base. N.P.A. orders 
to this effect were to follow the an- 
nouncement. At the same time addi- 
tional restrictions as to the use of 
copper and aluminum will be made. 


MINERAL SEARCH 


The Department of the Interior 
will soon have available $10 million 
with which to encourage prospec- 
tors to determine the location and 
approximate supply of certain criti- 





cal minerals in the U. S. The De- 
fense Production Authority has pro- 
vided the funds. The program will 
apply to copper, zinc, sulphur, an- 
timony, mercury, molybdenum and 
manganese. 


-DEMANDS ON PULPWOOD 
INDUSTRY 


It is quite possible that the Amer- 
ican Pulpwood Industry will be 
called upon to expand by thirty or 
forty percent in order to meet the 
demands for mobilization. 

This country’s consumption of 
paper and paperboard products has 
increased from less than 20 million 
tons per year to approximately more 
than 29 million tons in the past 
seven years. In spite of the fact that 
the industry has almost doubled its 
size in the past ten years, the in- 
crease in population plus tremen- 
dous development in new uses has 
not allowed productive capacity to 
keep pace with demand. 


RETAIL SALES UP IN JANUARY 


Retail sales for the month of Jan- 
uary showed an increase of 25 per-. 
cent over the same month a year 
ago. Leading the parade were hard- 
ware stores, lumber yards and 
building materials dealers who re- 
ported increases of around 50 per- 
cent. Department and = apparel 
stores indicated an increase of 33-1/3 
per cent; while motor vehicle deal- 
ers reported a 24 percent increase. 
Independent food stores reported 
sales up 17 percent. 








TEMCO president, announced February 
18th. He added that in his new capacity 
McHaney will have supervision over all 
TEMCO contracts, both with the Gov- 
ernment and with other manufacturers. 
A native of Paragould, Ark., McHaney 
joined the U. S. Marine Corps in 1928 “to 
learn~ aviation” and remained in the 
Marines 11% years before leaving to ac- 
cept an appointment with the Bureau of 
Aeronautics Inspection Service. 


He was named a Chief Inspector in 
1943, and a year later was promoted to 
Executive Assistant to the Bureau of 
Aeronautics Representative, with direct 
responsibility for all day to day opera- 
tions of the activities at which he was 
stationed. 


In 1945 he was assigned to BAR, Strat- 
ford, Conn., as Contract Termination Of- 
ficer, and a short time later organized 
and headed a Contract Administration 
Division which included not only contract 
administration, but additionally termina- 
tion, quality control coordination and in- 
dustrial mobilization planning. This or- 
ganizational plan subsequently was 
adopted by all BAR offices in the country. 


Trailmobile Opens Houston 
Branch, Names Branch Mgps.: 


Establishment of a new factory branch 
in Houston, Texas, and the appointments 
of three new branch managers, is an- 
nounced by William A. Burns, Jr., vice- 
president of the Trailmobile Com- 
pany, manufacturer of commercial truck- 
trailers, with plants in Cincinnati, 
Springfield, Missouri, Berkeley, Calif.; 
and Winsor, Canada. 

John D. Parobek, formerly in the com- 
pany’s sales management department in 
Cincinnati, is the new Trailmobile branch 
manager in Houston. Thomas Peacock, 
formerly manager of the company’s sub- 
branch in Greensboro, North Carolina, 
has been appointed branch manager in 
Charlotte, North Carolina. Robert S. 
Sawyer, formerly resident salesman for 
the company in Amarillo, Texas, has been 
appointed branch manager in Oklahoma 
City, Oklahoma. 

Mr. Parobek joined the Trailmobile 
Company in 1945 as a salesman in the 
Cleveland territory after three years’ 
service in the U. S. Army in personnel 
work. He had previously been associated 
with the CCC Highway, Inc., in Cleve- 
land. 


Mr. Peacock has been with Trailmobile 
since 1948, first as a salesman in the Char- 
lotte branch and later as manager of the 
sub-branch in Greensboro. He attended 
the University of Florida and served 
three years as a pilot in the U. S. Army 
Air Force. 

Mr. Sawyer has been with the Trail- 
mobile Company for four years as a sales- 
man at Amarillo, Texas. Previously, he 
had been with the Southwest Wheel Com- 
pany as a salesman in Oklahoma and 
Texas. For five years he had held man- 
agerial positions with several automotive 
supply houses. 
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Power Companies Announce 


Construction, Expanion Plans 


Electric Energy Inc. 


Five utility companies—Union Electric, 
Middle South Utilities, Inc., Central Illi- 
nois Public Service Co., Illinois Power 
Co., and Kentucky Utilities Co. — have 
formed Electric Energy, Inc., to build a 
500,000 kilowatt steam power plant to pro- 
vide one-half the power supply for the 
new Atomic Energy Commission project 
at Paducah, Ky. The Tennessee Valley 
Authority will supply the other half of 
the requirements from a steam plant of 
similar size that they will build. The 
anticipated total demand is 855,000 kilo- 
watts, the largest power load in the world 
for any single customer. 

Construction of the new plant got un- 
derway in February, and the first gener- 
ating unit is expected: to be producing 
power by September 1952. 

Contracts have been made with manu- 
facturers of generating equipment; and 
the firm of Ebasco Services, Inc., New 
York, has been employed to direct the 
design and construction of the required 
facilities at the power plant. 

Electric Energy’s plant will be designed 
as a coal and gas-fired steam electric gen- 
erating station consisting of four nomi- 
nally-rated 125,000 kilowatt turbo-genera- 
tors. They will be 3,600 r.p.m. machines 
with 1,450 pounds of steam per square 
inch at 1,000 degree temperature and 
with 1,000 degree re-heat. The plant’s 
peak capacity will be in excess of nominal 
rating, however, so that it will be capable 
of delivering a total of 560,000 kilowatts. 


To finance the new company, each of 
the participating utilities has agreed to 
purchase a portion of the capital stock 
of Electric Energy, Inc., at $100 a share, 
for a total equity investment of $3,500,- 
000. Union Electric will purchase 14,000 
shares, Illinois Power and Central Illinois 
Public Service, 7,000 shares each, and 
Kentucky Utilities and Middle South 
Utilities, 3,500 shares each. 

Electric Energy, Inc., is negotiating 
with two insurance companies to supply 
the remainder of the capital to build the 
plant, which will be located one mile 
west of Joppa, Illinois, on the Ohio River. 
A detailed report on the election of: of- 
ficers of Electric Energy may be found 
on page 42 of this issue. 


Alabama Power Co. 


Alabama Power Co. announced plans 
early last month that will make 1951 the 
biggest construction year in the history 
of the company. t 


MARCH NINETEEN StOTY-oONE. 


The firm’s Board of Directors has ap- 
proved a $27,885,000 construction budget 
for the year. Half of this amount will be 
spent on new generating plants. 

Included in the project is the comple- 
tion of the 100,000 kilowatt addition to 
the No. 2 steam plant at Gorgas, Ala., 
and the beginning of another addition of 
the same size there which is scheduled 
for completion in 1952. 

Also, the power company will complete 
a 40,000 kilowatt addition to its Chicka- 
saw steam plant near Mobile, and will 
progress toward the finish next year of 
a generating unit of 55,000 kilowatts at 
Martin Dam on the Tallapoosa River. 

$2,500,000 will be spent on more trans- 
mission lines and ,substations and im- 
provements to existing facilities of this 
type. A figure in excess of $11,000,000 is 
earmarked for increasing supply facilities 
and extensions to new customers. 


According to Mr. J. M. Barry, president 
of the power company, “Our proposed 
1951 construction program is further evi- 
dence of development which has taken 
place in Alabama and which we expect 
to continue. With the completion of the 
generating projects authorized, a total of 
435,000 kilowatts of generating capacity 
will have been added since the end of 
World War II. 


The company sold more than 4,500,000 
kilowatt ‘hours of service in 1950. This 
represented a new record ‘for one year. 


VEPCO 


The Virginia Electric & Power Co. 
made an announcement on February 5 to 
the effect that its new $17,000,000 steam 
electric generating station is to be built 
at Gilmerton, near Portsmouth. 


The new plant which is scheduled for 
completion by December of next year will 
have an initial capacity of 105,000 kilo- 
watts. It is being designed so that it 
ultimately will have a generating capac- 
ity of 400,000 kilowatts. 


The company announced that the sta- 
tion will have transmission line connec- 
tions with several of the stations in 
VEPCO’s system, and also there will be 
connections with neighboring power 
companies. 


At the same time, Jack G. Holtzclaw, 
VEPCO president, said that his com- 
pany’s board of directors had accepted 
the license issued by the Federal Power 
Commission which gives the firm the 
authority to proceed with the planned 
construction of a new $27,000,000 hydro- 
electric generating station at Roanoke 
Rapids, N. C. 

Mr. Holtzclaw further announced that 
the Board had also authorized the com- 
pany to file an application with the FPC 
for authority to carry forward a similar 
development at Gaston, ten miles up- 
stream from Roanoke Rapids. Both of 
these hydro-electric units will have ca- 
pacities of 91,000 kilowatts each. 


Crossings Now Available for Industrial Plant Use 











S. C.'s Progress — 


Since 1945 the state has added 
more than 800 new _ industrial 
plants representing an_invest- 
ment of over $385,000,000. 


Industrial development in South Caro- 
lina during the year 1950 moved forward 
at the almost phenomenally rapid pace 
which has marked the State’s growth in 
industrial capacity every year since 
World War II. 

Announcements of new plants and ex- 
pansions during the year were given tre- 
mendous impetus in November when the 
Atomic Energy Commission revealed its 
plans to construct an atomic plant near 
Aiken which officials later estimated 
would cost approximately $600,000,000. 

While the dollar volume of other new 
plants was somewhat overshadowed by 
the AEC announcement, the estimated 
total new industrial investment during 
1950 was nevertheless impressive. A 
long list of new plants costing approxi- 
mately $150,000,000 will create thousands 
of new jobs for South Carolinians, as a 
result of decisions made last year. 

In addition, many of the State’s exist- 
ing industries, large and small, an- 
nounced plans for expansions totalling 
many millions of dollars in cost. 

Since January 1, 1945, the State has 
secured more than 800 new plants rep- 
resenting a total investment of over 
$385,000,000. In addition, more than 1,- 
000 expansions have been announced or 
completed at a cost of $269,000,000. 

Thus the State in its first five post-war 
years has witnessed a growth of its in- 
dustrial might which cost approximate- 
ly $654,000,000. With the cost of the 
promised AEC plant near Aiken, South 
Carolina’s post-war industrial develop- 
ment has reached the staggering total 
of more than one and a quarter billion 
dollars. 


These figures become more significant 
when it is realized that immediately after 
World War II, the State’s total capital 
investment in industry was less than 

Charles N. Plowden, director of the 
State Research, Planning and Developing 
Board, firmly believes this industrial 
growth will continue for years to come. 

“The industrial leaders of the nation 
are beginning to realize the tremendous 
advantages offered by South Carolina 
and her capable people,” Mr. Plowden 
said. “The profitable experience of hun- 
dreds of new enterprises, large and 
small, over the past few years, has con- 
vinced the nation’s business world that 
our industrial potential is second to none 
anywhere,” he added. 

The new director believes the choice 
of South Carolina as a site for the new 
atomic plant is an iidication of the way 
in which industry is now convinced of 
the State’s advantages. The Du. Pont 
Company, which will operate the plant, 
already has a vast investment in its 
Orlon Plant at Camden, which began 
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--preduection iast -year. ‘The ‘Company 
plans additional investment in the State, 
and has purchased a new industrial site 
at Florence. The favorable experience of 
this great industry in South Carolina, 
Mr. Plowden believes, is helping to 
“spread the word” about the State's in- 
dustrial possibilities. 

Activities of the department are un- 
der the direction of the Research, Plan- 
ning and Development Board, composed 
of five leading citizens of the State who 
devote their time gratis. They are: A. 
Stanley Llewellyn, of Camden, chairman; 
Homer M. Pace, of Charleston; R. Frank 
Brownlee of Anderson; Roger C. Peace, 
of Greenville; and John P. Cooper, of 
Mullins, - 





New Steel Plant 


Application for a certificate of neces- 
sity covering a new plant to be con- 
structed in the James River basin east 
of Richmond, Virginia has been made by 
Tidewater Industries, Inc., a new concern 
j Whose backers have not yet been re- 
vealed. Reports in Richmond were that 
the new plant would employ 8,000 to 
10,000 workers. It is expected to use iron 
ore from South America and coal and 
limestone from southwest Virginia. 


BAWI Bond Issue 


Greenville, Miss. will build 
multi-million dollar plant for Alex- 
ander Smith and Sons Carpet Co. 


Citizens of Greenville recently voted 
2306 to 31 in favor of issuing $4,750,000 
in BAWI bonds for purthase of a site 
and construction of a plant building for 
the Alexander Smith and Sons Carpet 
Company of Yonkers, New York. 

Under the Balance Agriculture with 
Industry law, it was the largest BAWI 
bond issue ever voted in Mississippi. 

The nationally known manufacturer 
will employ between 600 and 900 persons 
and will carry a payroll of approximate- 
ly $3,000,000 per year. The plant will rep- 
resent an investment of $8,000,000. The 
building will provide 600,000 feet of 
floor space. 

The city will own the building and 
Alexander Smith Company will pay 
twenty equal annual rental installments 
sufficient to retire the bonds and inter- 
est, thus placing no obligations or ex- 
pense whatever on the City of Green- 
ville or its taxpayers. After 20 years, 
when the building has been éntirely 
paid for by the company, the city will 
rent the building for approximately $1,- 
000 annually, all costs of maintenance, 





Ship Awards 


Four firms have received orders 
for a total of 25 freighters. The 
majority of these ships will be 
built down South by Bethlehem, 


Newport News, and Ingalls. 


The Maritime Administration recently 
placed orders for 25 fast freighters to be 
built by four shipbuilding companies. 
This is the largest merchant shipbuild- 
ing program the U. S. has undertaken 
since the end of World War II. The 
contracts total over $200 million. 

Newport News Shipbuilding & Dry 
Dock Co., of Newport News, Va.; In- 
galls Shipbuilding Corp. of Pascagoula, 
Miss.; Sun Shipbuilding & Dry Dock Co., 
of Chester, Pa., and Bethlehem Steel 
Corp., were the four companies receiving 
these contracts. 

Except for Bethlehem, each of these 
companies will build five vessels each, 
using one of their own shipyards. Beth- 
lehem will build 10 ships, using two of 
its yards. 

The Maritime Administration still has 
some $150 million more to spend for the 
new class of freighters, called Mariners, 
by the end of June. The agency was 
given $350 million in January to start 
up the Government's first post-war ship- 
building program. Each of these vessels 
will have a speed of about 20 knots— 
twice as fast as World -War II Liberty 
ships. The Mariners also will be able to 
carry 2% times as much cargo as the 
Liberty. 


p Pp, insurance or improvements to 
be paid by the company. 

This new plant will be known as. 
Greenville Mills, Inc., and is the seventh 
plant owned by the company. It is en- 
tirely possible that this new branch plant 
in Greenville will begin manufacturing 
war goods when it is completed. If ma- 
terial can be found, the plant is expected 
to be finished and in operation early in 
1952. 


New GE Tube Plant 
Underway at Owensboro, Ky. 


The General Electric Company has 
announced that construction has begun 
on a new four-story tube manufacturing 
building located at the rear of the pres- 
ent Tube Works at Owensboro, Ky. The 
structure, with a floor space area of 
117,000 square feet, will cost approxi- 
mately $2,000,000. It is expected to be 
ready for occupancy by July 15, 

In addition, land at the northeast cor- 
ner of Eleventh and Mosley Streets has 
been purchased and cleared as a site for 
gas storage facilities and parking space. 

J. M. Lang, Manager of the company’s 
Tube Divisions at Schenectady, said the 
new Owensboro manufacturing facilities 
are requred because of the increased de- 
mand for electronic tubes, especially for 
military use. 

The present Owensboro Tube Works is 
engaged in the manufacture of minia- 
ture, sub-miniature and metal receiving 
tubes for radio and TV as well as for 
military applications. 
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Hard Lead Fan 


Routh Re 





ing Co., Atlanta, Ga. 
—Solid hard lead fans from 25 inch wheel 
diameter to 50 inch diameter for sulphuric 
acid plants. The principal features of this 
type fan is that % inch to 1 inch thick rolled 
sheets of antimonial lead are used with all 
seams burned through, making it a solid 
piece of lead free from any sand holes and 
having a greater density than fan casings 
cast from hard lead, Impellers for the smaller 


Acid Plant Fan 


sizes are made from antimonial lead plates. 
Impellers for larger size are made from anti- 
monial lead plates or steel plates with a 3/16 
inch homogeneous lead coating. Fans can be 
furnished with variable speed drives. 


Lead Pipe Press 


New England Lead Burning Corp., 4975 
Fyler Ave., St. Louis 9, Mo.—Lead pipe ex- 
trusion press said to save you costly delays, 
as in the past, obtaining lead pipe. It is a 
self contained pumping unit having adjust- 
able speed while extruding; and a shifting 
device for easy changing of dies. 

The lead pipe was designed to make lead 
pipe from % inch inside to 10 inch inside 
inclusive all standard wall thicknesses. Full 
information may be obtained by writing the 
manufacturer listed above. 


Safety Ladder 


Ballymore Co., 139 Pennsylvania Ave., 
Wayne, Pa.—Double-step safety ladder said 
to increase output and reduce accidents due 
to falling, in busy, conjested areas. With 
steps on both ends, two or more people can 
use the ladder at one time on large assembly 
jobs and in stock room aisles. 

When one is on the ladder it rolls 
easily on swivel casters. The weight of a 


Nallymore Ladder 


person, however, causes the spring mounted 
casters to deflect so that eee legs 
engage the floor and the ladder Rot: roll, 
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Industrial Inspection System 


General Electric X-ray Corp., 4855 Electric 
Ave., Milwaukee 14, Wis.—High-speed auto- 
of thousands of in- 


medical diagnostic and therapeutic wp ap- 
paratus, state company 5; 

Core of inspection set-up is a tiny crystal, 
named a ‘‘semi-conductor,’’ which can be 
grown in size from a fraction of a millimeter 
to several millimeters in cubic size. When 
excited with X-ray radiation, it acts as an 
amplifier tube, releasing electrons that are 
used to operate various types of mechanisms. 

The crystals are said to amplify the energy 
they receive one million times. On an area- 
for-area basis, they are more than one million 
times more sensitive to X-rays than are 
ionization chambers which are 
utilized to measure X-radiation, and over one 
thousand items more sensitive than photo- 
electric cells, like those used in ‘‘electric- 
eye’’ applications. 


Compact Pump 


Company, 12 New York 
. Model to be 


compact unit the “company has designed to 
date, with an overall Jength of only 39/16 
inches. For its weight and size, the M-3 de- 
livers more liquid than any other type of 
pumping equipment, states the company. Its 
compact size permits it to fit in cabinets 
where only limited space is available. 

The M-3 is designed for flange mounting, 
and pumps 1.65 gpm at 1750 rpm, operating 
against pressures up to 150 pounds per square 
inch at the higher speeds. Pump is available 
with or without flange-mounted motor. 


Novel Screw Driver 


Rosenberg Bros., 625 W. S5th St., New 
York, N. Y.—Novel screw driver designed 
for work in dark, hard to get at places. Called 
the ‘‘Rosco Flash-Driver,’’ the item features 
a complete flashlight housed in an unbreak- 
able plastic handle. 

The light assembly includes a light direct- 
ing tube and plastic lens. When. user turns 
the unit’s rear knob, light in a bright circle 
is projected around the driver point. 

An additional advantage cited by the 
makers is the magnetized blade that insures 
effective screw holding. Two models of the 
flashlight screw driver are offered: One has 
a one-eighth by four-inch blade, the other 
a three-sixteenth by four-inch blade. 


Hydraulic System 


Harco Industries, 20 Curtice St., Bochester 
5,N.¥ —Completely packaged hydraulic sys- 
tem combining compactness with adaptability 
for use by large and small plants interested 
in building simple hydraulic presses, jigs, 
clamps, or fixtures. 

Solid coupling of motor and pump elimi- 
nates drive belts, lessens earch’ costs or work 
stoppage through :nechanical breakdown, the 
manufacturer states. New design also mint- 
mizes pressure flutter and over-heating due 
to maintenance of pilot pressures with large 
volume installations. 


: Complete unit, which may be used as com- 
ry: system or as pilot system 
“installations, includes motor, solid 

/ vane-type* pump, reservoir, oil 


cooler, air filter, overload valve, pressure 
regulating valve and 3 or 4-way valve or 
combination or both. 


Variable Speed Transmissions 


Graham Transmission, Inc., 3764 N. Bolton 
St., Milwaukee 12, Wis.—Line of variable 
transmissions. 


models 
sions for the four drives, 


except for the 
length, are the same. 


Multi-Drive Power Table 


Niagara Machine & Tool Works, Buffalo, 
N. ¥.—Multi-drive power table for beading, 
erimping, burring, turning, wiring, flanging, 
elbow edging, furnace collar edging and a 
multitude of other sheet metal operations. 
Low cost, hand operated bench machines are 


Niagara Power Table 


quickly converted to power operation, sub- 
stantially increasing production, according to 
the manufacturer. 

Two electric foot buttons on the end of 
flexible cable and located on opposite sides 
of the table provide convenient means to 
control the driving motor. Thus the opera- 
tor’s cranking arm is freed and both hands 
can be used to accurately guide the work in 
the rolls. The table comes complete with 
eight steel universal joints, four coupling 
shafts and ail electrical equipment. 


Two-point Presses 


E. W. Bliss Co., Dayton, Ohio—Two-point 
eccentric presses for general-purpose blank- 
ing, forming and drawing. 
states that in order to withstand severe op- 
erating conditions, the two main gear eccen- 
tric units are made with unusually heavy 
sections, 

Lubrication is automatic. Drive is double- 
geared, with two separate intermediate shafts 
running in oil bath. The company’s single- 
disc pneumatic ion clutch is furnished 
as standard equipment. 


(Continued on page 48) 
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Weight Calculator 


Precision Steel Warehouse, Inc., 4409-4425 
W. Kinzie St., Chicago 24, Ill.—Calculator, 
designed to compute at a glance, the weight 
and length of strip metals in coils or straight 
lengths. Although designed so that basic cal- 
culations are for Cold Rolled Strip Steel, a 
factor table is included which enables the 
user to find his answer for aluminum, brass, 
copper, magnesium, monel, zinc, and many 
other metals. 

Believed to be the most complete calculator 
of its kind, it can save time and money by 
actually lopping hours from jobs where con- 
ventional computing methods are used, ac- 
cording to the manufacturer. It can be used 
by engineers, estimators, purchasing agents, 
press room foremen, slitter operators, etc. 
Free upon request by writing the manufac- 
turer listed above. 


Power-Grip Wrench 


Colman Tool & Machine Co., P. 0. Box 364, 
Amarillo, Texas—Tool known as the ‘‘Power- 
Grip’’ wrench incorporating a rack-and- 
pinion action with an angle head. The wrench 
affords extreme pressure application in 
ordinarily inaccessible spots. 

Head thickness is only % inch while over- 
all length is 5% inches. Jaw opening gives 
an infinite number of sizes from 0 to slightly 
over % inch. A handy tool for applying a 
strong grip on small parts in close quarters, 
the wrench is useful for machinists and me- 
chanics, tool and die makers, radio and 
ignition repairmen and assemblers, instru- 
ment makers, appliance repairmen, and home 
hobby workers. Made of fine alloy steel, it is 
guaranteed unbreakable. 


Portable Conveyor 


Mar-Rail Conveyor Co., 560 York Ave., 
Pa R. L—Brik-Toter, the portable 
conveyor said to take the ‘“‘Hod”’ work out of 
building, can be purchased now with a gaso- 
line engine drive for use where electricity is 
not available. The outstanding features of 
the conveyor, including low first cost, port- 
ability, and labor savings are unchanged. 
Savings of between 40 per cent and 70 per 
cent, depending on application, are reported 





The total weight of Brik-Toter with gas 
engine drive is only 384 pounds. It can easily 
be moved from place to place and has no 
wheels or tripods to hamper operation in 
congested staging areas. Ideal for raising 
bricks, mortar, nails, roofing, etc. from one 
level to another. 


Textile Specialties Line 


U. S. Bubber Co., Mechanical Goods Divi- 
sion, Rockefeller iter, N. Y¥. 20, N. ¥.— 
Line of specialties made of both plastics and 
rubber for the textile mill supply market.. 
More than 30 items of yarn carrying opera- 
pases and textile machinery make up the 
new line. 


Included are quills, spindle bumper tub- 
ing, lab winder rolls, sand roll covering, 
warp compressor roll covering, spinner belts, 
cop butts, spinning and card room cots, 
tapered warp spinning tubes, spooler sleeves, 
and other molded and extruded specialties. 

Company spokesmen claim that in develop- 
ing these products emphasis has been on the 
application of a new plastic called ‘‘Usco- 
lite."” This is especially suited for the textile 
specialty field and is said to combine the 
hardness of plastics plus the toughness of 
rubber. 


Flexible Tubing 


Hedeman Products, Inc., Great Neck, N. 
¥.—Tubing, offered to manufacturers as a 
replacement for solid wall tubes made of 
copper, tin, stainless steel and nickel, and 
made of B. F. Goodrich’s flexible Koroseal 
tubing armored with stainless steel braiding. 


Electric Furnace 


Pereny Equipment Co., 893 


Chambers Rd., 
Columbus 12, Ohio—Pereco ‘‘FG’’ series elec- 


These general purpose units, 
Globar heating elements, are 
heavy and continuous duty at all heat levels 
up to 2,500 degrees F., with higher bo gn 
tures available for short or intermittent runs 

Each of the furnaces has a separate, match- 
ing control el — Sn maga with ‘ indicat- 
ing controller, r, current input 
meter with polation ‘readiiig, and magnetic 
contactor. 


Waterproofing Sealant 


Progressive — rises, 1001 N. Vermont 
Ave., , Calif., M 
Division for moog RH, Ente 
all-seal waterp! et 
ral, clear li 


e} 

Economical, it will cover from 200 to 
square feet — g 
by brush or low-pressure fm ye type ba ed 
the manufacturer states. aterp: 
canvas, sailcloth, etc., it will not “stiffen rthe 
material. 


Rotary File 


rotate either way by f 
dom from belts, rune 


— alae oe 
sibility” to one or 2 doce cards ins A 
1 cross- 


filling. Present cards 
be used and transferred quickly and easily, 
the maker claims. 
FR pny of heavy steel, the cabinet is 
jounted on casters for a eT BY 
Toekt ss aliae cover protects reco! 
not in use. 





Impact Wrench 


Master Pneumatic Tool Co., Orwell, Ohic 
—Pneumatic type impact wrench, incorporat- 
ing a completely different and simplified im- 
pact mechanism. Used for both driving and 
removing nuts, studs, screws, etc., in all 
types of assembly and sub-assembly, the 
Master Power Model M950 impact is 
erg for 3/8 inch bolt size capacity on most 
wor! 








There are only two impacting parts, and 
the unit does not contain any springs or 
gears. Impacting takes place only when the 
nut begins to tighten. The reverse valve is 
readily accessible to the operator's thumb. 


Portable Radial Saw 


Consolidated Machinery & Supply Co., 2081 
Santa Fe Ave., Los Angeles 21, Calif.—High- 
ly portable, trailer mounted radial power 
saw generator combination, a 3 h.p., 3 phase, 
240 volt Comet Clipper that cuts stock 16 
inches wide up to 4% inches thick. A four 
cylinder gasoline engine drives the genera- 
tor which delivers 5 kilowatts of power. This 
provides ample power for the saw and for 
six single phase 120 volt power outlets for 
portable electric tools. Saw, and 
motor are all mounted on an all steel, two 
wheel trailer. 


Further information and detailed 


ofl hydraulic creune to unload one 

of the circu't at no back pressure to the 
. The valve is operated by pilot pres- 
some other part of the circuit. 

to tank continues as long as the 

moa upg is higher than the setting of 


For complete information on the Model 
8826 unloading valve send for Rivett Catalog 
Section 202. Address Rivett Lathe & a 
Ine., Brighton 35, Boston, 
ing ‘this magazine, 
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At the Nation's Call 


This country’s telephone service is one of its 
greatest assets in time of emergency. 

We have more telephones than all the rest 
of the world put together. They are connected 
with one another by a nationwide network, 
reaching into every comer of the land and speak- 
ing in unmistakable tones of the unity and 
purpose of the American people. 

Every telephone is a weapon for our defense. 
These are not weapons yet to be built. They 
are here, forty-two million strong. Behind them 


is a force of telephone men and women equal in 
size to forty divisions — thoroughly trained, well 
equipped and eager to be of service. 

America’s telephones are busier than ever 
with the urgent, vital calls of production and 
defense. The products of America’s might are 
rolling off the assembly lines and the telephone 
is helping to get the job done. 

In everything that concems the defense of 
our country, the Bell System can be counted on 
to do its full part . . . always. 


DELL TELEPHONE SYSTEN ® 








NEW PRODUCTS 





(Continued from page 48) 


Power Squaring Shear 


Wysong & Miles Co., Greensboro, N. C.— 
12 gauge shears in 52 inch, 6 feet, 8 feet, and 
10 feet cutting lengths, to offer the sheet 
metal fabricator a better size range in squar- 














Wysong Shears 


ing shears rated at 12 gauge mild steel, and 
16 gauge stainless steel. 

Standard equipment includes motor with 
controls and electrical equipment; ball-bear- 
ing, precision back-gauge adjustable to 
1/128th of an inch; 2 front gauge brackets 
and front gauge; side and bevel gauges; 
stainless steel scale embedded in table to aid 
in positioning sheets; slatted metal finger 
guard; non-repeat unit; and 4-edge blades. 


Plating Brighteners 


Allied Research Products, Inc., 4004-06 E 
Monument St., Baltimore, Md.—Line of ARP 
Brighteners expanded for use in zinc or 
cadmium plating. The series now includes 
three specially developed materials, all of 
which are adaptable to any type of electro- 
plating equipment, according to the manu- 
facturer. 

Among the advantages offered by these 
brighteners are: better throwing power, in- 
creased solution efficiency, uniform coverage 
and higher quality work, reports the mak- 
ers. Full information may be obtained by 
writing the manufacturer listed above. 


Rotary Kore Drill 


Tilden Tool Co., 1995 N. Fair Oaks, Pasa- 
dena, Calif.—Kit of Rotary Konkrete Kore 
Drills, consisting of six individual drill bits; 
three in the exclusive centerless type are 
sized: 3/16 inch by % inch and % inch; and 
three in the patented Kore type show the 
following size increments: % inch, % inch 
and % inch. 

The drills are packaged in a handy, roll- 
around plastic case with protective end flap 
and with fabric ties to secure the kit when 
not in use. The plastic carrying wrapper not 
only protects drills from possible damage 
but widens the application and use value of 
the tested, proven and widely specified Kore 
type concrete drill bits. 


Twin-Fan Ventilator 


General Electric, 1285 Boston Ave., Bridge- 
port, Conn.—Twin-fan ventilator that can be 
set in a window to suck cool air in or force 


hot air out, or can even be carried around 
the house to cool off special places. Featured 
is an automatic control. The user places fan 
in window and sets control dial. The double 
fans circulate the air until the temperature 
drops to selected degree, then turns off auto- 
matically. If the room temperature rises 
during the night, however, the fans auto- 
matically turn on again. 

The company. points out that each fan can 
be swung around, independent of the other. 
The complete unit can be used as a circulator 
or exhaust fan, 


Circular Saw Grinder 


A. gw ped? $17_ EE. 4th bape Les 
Pe et 18, Calif.—'‘Tru-Circle’’ sa 
ener, a low-cost fixture for mrinding | circular 
saw blades to perfection. Desi io & 
all known saw tables, the sme e jig will 
gum, joint and sharpen combini toe cross- 
cut, rip or novelty blades ‘roms 6 a to 
10 inches in diamet ter, the tates. 

In basic form, the “Eru-Circle’’ ion simple 
metal frame upon which secured an up- 
fo carrier jig. Fixed with adjustable out- 

able gers and grippers the entire unit is mov- 

ble forward or backward in the mitre slots 


6-inch to 10-inch range, and is itself mounted 
at an angle to the grinding stone fixed on 
the saw’'s arbor. 


Link Chain 


Y & Towne Mfg. Sor, Phila. Division, 
11000 Roosevelt Boulevard, P’ —Link 
chain model eee a portable device for 

With the 

of the Pul-Lift are 
now multipl de thousands of new 
maintenance and production in small 
plants, jarge mage garages, construction 
projects, utilit refineri: uarries, and 
machine shops. Work positio ing, hoisting, 

stretching a Loge hone wire and even 
cabl the suggested uses. 


Jj company. At 
the’ ~ in] sttion. the Yioad 


og 





Pipe Coupling 


Gustin-Bacon Mfg. Co., Kansas City, Mo. 
—Rolagrip couplings for plain end pipe, 
listed by Underwriters’ Laboratories, Inc. 
for use on water, fire and sprinkler lines. 
Wherever a pipe coupling is made, Rolagrip 
save time and labor, because Rolagrips re- 


quire no threading, grooving, flanging or 
any other special preparation of the pipe 
ends, the company states. 

To inspect, repair or clean out a Rolagrip 
union, it is a simple matter to loosen the 


is sup- 
by a positive, sel f-actuating. load 


“De-Sta-Co” Clamp 


clamp positions and holds work firmly in 
place with a toggle locking action said to 
deliver holding pressures up to 4,000 pounds. 


handle; both castings are black crackle fin- 
ished for rust resistance and non-slip grip. 

Plunger travels 3 inches, with end tapped 
for 5% inch diameter adjustment bolt. Self- 
feeding lubricator pad on top of plunger 


housing assures proper lubrication of plung- 
er. 


Liter-Hlow: senccng 


cies, caiakor can be 
especially useful to disaster and rescue crews 
in industrial Paste, and to civilian defense 
organizations in mg — 
hospital-type pg regulat is 
fp gaan pp 4d _ es long cad | is finished 
in brushed chrom 


Barrel Pump 


General Scientific Equipment Co., 2700 
W. Huntingdon St., Phila. 32, Pa.— Bung 
bushing barrel pump for all-round can- 
filling use for light liquids. Extremely low 
in price yet one that will give lots of 
service, states the company. 

Tighten thumb screw and lock both 
bung and pump with one operation, ac- 
cording to the manufacturer. It fits 1%4- 
inch and 2-inch openings on 15 to 55- 
gallon drums. For complete information 
or trial order write to the company listed 
abcve. 


Traction Motor 


General Electric Co., Car Equipment Divi- 
sion, Schenectady 5, N. ¥.—55 horsepower, 
300-volt direct current traction motor, plus a 
new all-cam control system made up of two 
motor-operated controllers, designed for use 
on modern street cars on high-speed subur- 
ban and rapid transit service. 
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ORDER TODAY! 
1951 BLUE BOOK OF SOUTHERN PROGRESS 


Your Pre-publication cash-with-order price now only $2.00 


Nearly 200 Charts and Tables 


Give Factual Information 
on Resources of Southern States 


1950 Figures — 


Not available in complete form from any 
other source. 


Comprehensive Data — 

For each of the 16 Blue Book states of the 

South—Alabama, Arkansas, Florida, Georgia, 

Kentucky, Louisiana, Maryland, Mississippi, 

Missouri, North Carolina, Oklahoma, South 

Carolina, Tennessee, Texas, Virginia, West As in the Past — 


Virginia. List of State Officials and important Commissions. 
Clearly indexed — of 
All facts and figures doubly indexed for quick Fountain Facts — 


reference—-General index shown in table of In its current form, the Blue Book of Southern 
contents; topical or subject index presented in Progress is a source book of economic information 
alphabetical index. indispensable for éxecutive planning. 


Economic Data By Counties—1951 


ot ee 
| 


For the first time the 
Blue Book will show a 
National Roundup with 
business volume and 
population for each of 
the 48 states of the Na- 
tion. This in addition to 
the usual National Sum- | | | 
mary heretofore shown | 
in previous issues. | | 


Receipts 
venues 


Manufacturers’ 
Estate Receipts 
Wholesale Sales 


Total Business 


Retail Sales 
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Finance & Real 


Mine Output 


Construction 
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Filled in for each and every county 
the 16 Blue Book states of the South. 
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Record Industrial Expansion 
In St. Louis in January 


The month of January set an all-time 
new high in industrial development for 
Metropolitan St. Louis according to an 
announcement made recently by George 
C. Smith, president of the St. Louis 
Chamber of Commerce, St. Louis, Mo. 
Three new industries and the expansion 
of eighteen local companies call for an 
added investment of more than one 
hundred million dollars. 

This vast sum is over six million dol- 
lars more than the total new industrial 
investment of the entire year of 1950, 


which covered 39 new industries and 126 
expansions. 


The January figures of St. Louis 
growth not only exceeded our entire 1950 
growth, but, Mr. Smith pointed out, it is 
three million dollars more than the in- 
dustrial developmnt of Los Angeles 
County and fourteen million dollars 
more than Baltimore for the entire year 
1950. 

About one third of the new investment 
is represented by new plants for Dow 
Chemical and Lever Brothers Companies 
acquired during the month. On these, 
Smith said, the Chamber of Commerce 
had worked for several years. The Dow 








SOUTHERN POWER 


NATIONAL 


Electric power is a vital factor in our defense effort. As an example 
of the demand by defense plants, one Southern B-29 bomber plant 
used as much electric power during World War II as was needed to 
supply the eleetric requirements of 100,000 residences. And this 
was just one of many defense plants in SOUTHERN CoMPanyY territory. 





The four associated power companies of THE SOUTHERN COMPANY 
System have more than doubled their generating capacity since 
1940. New generating plants now under construction and planned 
for completion in 1951, 1952 and 1953 will approximately double 
the system’s generating capacity as it existed at the end of World 
War II. These companies are building and planning to assure an 
adequate supply of electric power for all requirements. 


ALABAMA POWER COMPANY 
Birmingham, Alabama 


GEORGIA POWER COMPANY 
Atlanta, Georgia 


The Southern Company 
ATLANTA, GEORGIA 


DEFENSE 


GULF POWER COMPANY 
Pensacola, Florida 


MISSISSIPP] POWER COMPANY 
Gulfport, Mississippi 


plant, when in operation, will make St. 
Louis the world’s largest producer of 
magnesium metal products. 

The new Lever Bros. plant, the first 
unit of which will be used for the manu- 
facture of detergents and no-rinse Surf 
will later be greatly expanded to provide 
for the manufacture of shortening, 
margarine, soaps and other products. 


C & O Railway Orders 
2,500 Hopper Cars from A.C.F. 


The American Car and Foundry Com- 
pany has received an order for 2,500 
hopper cars from the Chesapeake and 
Ohio Railway. The cars, which will have 
a capacity of 70 tons each, will be built 
at ACF’s Huntington, W. Va., plant. 

These cars are in addition to 3,000 
other hopper cars for the Chesapeake 
and Ohio, construction of which already 
has been started. Contingent upon the 
continued receipt of materials this should 
keep the Huntington plant operating at 
capacity through the summer of 1952. 


NPA Field Offices 
In Southern States 


The following is a listing of the U. S. 
Department of Commerce Field Offices in 
the South where National Production 
Authority information can be obtained. 


418 Atlanta National Bidg., 50 White- 
hall St., S. W., Atlanta 3, Ga. 

314 U. S. Appraiser’s Stores Bldg., 103 
S. Gay St., Baltimore 2, Md. 

319 Frank Nelson Bldg., Second Ave., & 
20th St., Birmingham, Ala. 

310 Peoples Bldg., 18 Broad St., Charles- 
ton 3, S.C. 

Area 2-H Cornell Arms Bidg., Sumter. 
& Pendleton Sts., Columbia, S. C. 

Room 1114, 1114 Commerce St., Dallas 
2, Tex. 

Chamber of Commerce Bldg., 310 San 
Francisco St., El Paso, Tex. 

602 Federal Office Bldg., Houston 14, 
Tex. 

Room 203, 301 N. President St., Jack- 
son, Miss. 

425 Federal Bldg., 311 W. Monroe St., 
Jacksonville 1, Fla. 

2400 Fidelity Bldg., 911 Walnut St., 
Kansas City 6, Mo. 

631 Federal Bidg., Louisville 2, Ky. 

229 Federal Bidg., Memphis 3, Tenn. 

947 Seybold Bldg., 36 N. E. First St. 
Miami 32, Fla. 

308 Federal Bldg., 109-13 St. Joseph St., 
Mobile 10, Ala. 
1508 Masonic Temple Bldg., 333 St. 
Charles Ave., New Orleans 12, La. 
311 Council Bldg., 102 N. W. Third St., 
Oklahome. City 2, Okla. 

Room 2, Mezzanine, 801 E. Broad St., 
Richmond 19, Va. 

910 New Federal Bldg., 1114 Market 
St., St. Louis 1, Mo. 

Room 518 Bedell Bldg., 118 Broadway, 
San Antonio, Tex. 

218 U. S. Court House & Post Office 
Bldg., 125-29 Bull St., Savannah, Ga, 

307 Wallace Bldg., Annex, 608 Tampa 








St. Tampa, Fla. eis 
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Port of Houston Announces 
New Wharf Construction 


Plans to construct another $1,250,000 
wharf at the Port of Houston, fourth 
major unit in a two-year $5,000,000 ex- 
pansion of port facilities, have been an- 
nounced, 

The proposed new facility, Wharf No. 
8, will adjoin the new $2,000,000 Wharf 9 
which was completed in the spring of last 
year. 

Contract for soil exploration and other 
tests which are necessary before a new 
wharf can be designed was let by the 
Houston Port Commission to Greer and 
McClelland of Houston. 

Gen. W. F. Heavey, port director, said 
the Port of Houston’s booming business, 
which hit a new all-time high last year 
and which has made Houston the Na- 
tion’s second port for the third successive 
year, makes it necessary to “provide 
more facilities to handle the constantly 
increasing flow of business.” 

The proposed new facility will be an 
open wharf, 600 feet long, and designed 
to handle such bulk cargoes as pipe, steel, 
steel products, and lumber, General 
Heavey said. Wharf 16, on the North side 
of the Turning Basin adjacent to the 
grain elevator, also designed to handle 
this type of cargo is now nearing com- 
pletion, but General Heavey says it will 
be unable to handle all the business of 
this type that is now in prospect for 
Houston. 


Baltimore Assn. of Commerce 
Publishes Buyers’ Guide 


The Baltimore Association of Com- 
merce has just published a comprehen- 
sive guide to industrial Baltimore, its 
products and services, has been carefully 
compiled to assure complete coverage 
and accuracy. It is designed to assist 
buyers throughout the United States and 
in foreign countries to become better ac- 
quainted with this great industrial area’s 
facilities for supplying their needs. 

This directory is a usable instrument, 
one that will be of practical service to 
purchasing agents and other business ex- 
ecutives and will enable them to find a 
ready solution to their buying problems. 

Twenty-five thousand copies are being 
distributed to purchasing agents through- 
out the United States; to Federal, State 
and City purchasing officers; to chambers 
of commerce and trade organizations; to 
industrial traffic managers, and to gov- 
ernmental offices overseas. 


Gulf Plans Multi-Million Dollar 
Plant For Port Arthur, Tex. 


The world’s largest single unit for 
manufacturing ethylene will be built at 
Corpora- 


pipe line 76 miles long, and a 6-inch pipe 
line of 32 miles to transport the gas to 
Gulf coast chemical plants. Total cost 
will be in the multi-million dollar 
bracket, but no exact figure was dis- 
closed. 

The plant will mark a major step in 
supplying the rapidly expanding chemi- 
cal industry of the Gulf coast area with 
an essential raw material from an eco- 
nomical, large-capacity source. The gas 
is used as a base or intermediate in 
scores of modern chemical products, 

Occupying about two acres of the re- 
finery property, the ethylene plant will 
comprise a series of fractionating towers 
for separating ethylene, ethane and other 


hydrocarbons from refinery gases, and a 
series of cracking furnaces for convert- 
ing the ethane to ethylene. 

Construction will begin within two . 
months and is scheduled for completion 
within a year after breaking ground. 


L. & N. Places Record Order 
For 5200 Freight Cars 


Louisville and Nashville Railroad, 
Louisville, Ky., recently placed the 
largest single order ever given the Pull- 
man-Standard Car Mfg. Company of 
Birmingham, Alabama, 5,200 freight cars. 
The order is worth $27.5 million. 








HOW TO KEEP 


A “ROOF OVER YOUR HEAD" 


a 





Why let high building costs drive you "out 
into the open'’? When you need dependable 
shelter, you can get it at low cost with Armco 
Steel Buildings. 

These sturdy structures are mass-produced 
for economy, yet can be individualized to meet 
your exact needs. They are durable, weather- 
tight and fire-resistant. Long, trouble-free serv- 
ice is assured. 

Armco Srestox Buildings will meet your re- 
quirements for offices, shops and other struc- 
tures from 4 to 36 feet wide. For larger 
buildings, the Armco Pionssa with clear spans 
to 100 feet, is the answer. Write today for 
complete budget-saving information. 


ARMCO DRAINAGE & METAL PRODUCTS, INC. 
DIXIE DIVISION 
619 Forsyth Bidg. Atlonto, Georgia 
SOUTHWESTERN DIVISION 
3500 Maury St. . Texes 
Other Offices in Principal Cities 


ARMCO STEEL BUILDINGS 














FINANCIAL NOTES 





Board of Directors of Merritt-Chapman 
and Scott Corporation, New York, N. Y., 
recently voted a quarterly dividend of 
40 cents per share on the common stock, 
payable on March 2, 1951, to stockholders 
of record February 15, 1951. 


Directors of the American Woolen 
Company, New York, N. Y., at a meeting 
last month declared a dividend of $1 per 
share on the company’s common stock, 
payable March 15, 1951, to stockholders 
of record February 28, 1951. 

Directors also declared a regular quar- 
terly dividend of $1 per share on the $4.00 
cumulative convertible prior preference 
stock, payable March 15, 1951, to stock- 
holders of record as of February 28, 1951, 
and a regular quarterly dividend of $1.75 
per share on the 7 per cent cumulative 
preferred stock, payable April 16, 1951, to 
stockholders of record April 2, 1951. 


Board of Directors of the Pennsylvania 
Salt Mfg. Co., Philadelphia, Pa., at a 
meeting recenjly declared a dividend of 
40 cents per share on the common stock 
with a par value of $10 per share, payable 
March 15, 1951, to shareholders of record 
at the close of business February 28, 1951. 


At a meeting of the Board of Directors 
recently, Acme Steel Company, Chicago, 
Ill., declared its 287th consecutive divi- 
dend payment for its stockholders since 
1901. 

President Carl J. Sharp announced that 
the regular quarterly dividend payment 
of $.50 per share was declared on the 
capital stock, payable March 12, 1951, to 
all stockholders of record on February 
20, 1951. 


om * a 
Heyden Chemical Corporation, New 
York, N. Y., more than doubled its per 
share earnings for 1950, according to pre- 
liminary figures released recently. 
“The 1950 per share earnings approxi- 
mated $1.87 on the 1,066,010 common 


shares then outstanding.” John P. Remen- 
snyder, president of Heyden Chemical 
Corporation, said, reporting on sales and 
profit figures, subject to the usual year- 
end audit. It is estimated that 1950 con- 
solidated net sales will set a new high 
with $26,600,000, as compared with $26,- 
200,000 in 1949, Mr. Remensnyder said. 

A dividend of 20 cents per common 
share was declared by the corporation, 
payable March 5th to holders of record 
on February 23rd. 

Directors also declared a quarterly divi- 
dend of 87% cents on the 3% per cent 
cumulative preferred stock, series A, of 
the corporation, payable March 5, 1951, 
to holders of record on February 23rd. 


Directors of the Youngstown Sheet and 
Tube Company, Youngstown, Ohio, re- 
cently declared a dividend of 75 cents a 
share payable March 15, 1951, to share- 
holders of record at the close of business 
February 26. 


Goodyear Tire & Rubber Co., Akron, 
Ohio, recently announced that sales last 
year rose to a new high of $845 million, 
a 33 per cent gain over 1949. The previous 
record was $786 million in 1944. 


Granite City Steel Co., Granite City, 
Ill, recently borrowed $12,250,000 from 
eight banks. It also expects to raise 
another $6 million for expansion through 
sale te stockholders of additional common 
shares. 

At a special meeting March 12, stock- 
holders of the company will be asked to 
approve an increase in the authorized 
common stock to three million shares, 
from the present one million share limit. 
The resolution also calls for splitting the 
outstanding 497,098 common shares on a 
two-for-one basis. 


a . s 
Chesapeake & Ohio Railway, Cleveland, 


Ohio, recently announced they may raise 
more than $4 million for capital expendi- 
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tures through sale to its officers of 112,500 
treasury shares. 

The road told the Interstate Commerce 
Commission that these shares have been _ 
optioned to management personnel at 
$361/8 each. That was the closing price 
for the stock on the New York Stock 
Exchange on January 9, the date the op- 
tions were allotted. Recently C.&O. was 
selling at $3644 a share. 


The utility announced recently that 
Southern Natural Gas Company of 
Birmingham, Alabama, offering of 155,546 
additional common shares was heavily 
oversubscribed. The stock was offered 
for subscription by shareholders at $33 
a share, in the ratio of one-for-ten. 


s * . 


Middle South Utilities, Inc., recently 
announced that it expects to raise about 
$8 million in “new money” through sale 
of 450,000 additional common shares. 

The utility said it will file the offering 
with the Securities and Exchange Com- 
mission shortly, for sale at competitive 
bidding late in March. Middle South 
Utilities is a holding company with sub- 
sidiaries operating in Louisiana, Arkan- 
sas, and Mississippi. At recent quotations 
for its stock, the gross value of the offer- 
ing would be about $8,300,000. 


Net earnings and sales of United States 
Rubber Company, of New York, in 1950 
were the highest in the company’s his- 
tory, according to the 59th annual report 
to stockholders released recently by 
Herbert E. Smith, chairman, and Harry 
E. Humphreys, Jr., president. 

Net earnings for the year were $24,- 
657,647, equivalent to 3.5 per cent of sales 
and $11.04 a share on the common stock. 
compared with $15,100,072, or 2.9 per cent 
of sales and $5.62 a share in 1949. This 
was an increase of 63.3 per cent over 1949, 
and 6.2 above the previous record year 
of 1946. , 


Consolidated net sales were $695,755,- 
923, an increase of 34.5 per cent over the 
1949 total of $517,439,676, and 19.8 per 
cent above 1947, the previous record for 


sales. 
. © e 


E. I. du Pont de Nemours of Wilming- 
ton, Delaware, the world’s largest chemi- 
cal manufacturer, recently reported rec- 
ord earnings for 1950. Net was equal to 
$6.59 a common share, against $4.52 in 
1949. Last year’s profits per share were 
more than four times as great as Du Pont 
earned five years earlier. 

In 1945, net on the old stock, split four- 
for-one in 1948, was $6.29 a share. Direc- 
tors recently raised the common dividend 
for the first quarter to 85 cents. Pay- 
ments last year were 75 cents in March, 
85 cents in June, $1.50 in September and 
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WHO'S WHERE 


Two appointments in the Industrial 
Products Sales division of the B. F. Good- 
rich Company, Akron, Ohio, were an- 
nounced by E. F. Tomlinson, division 
general manager. 

. A. Clarke Mack, Jr., has been named 
manager of flat belting, including con- 
veyor, elevator and transmission. He 
succeeds J. Robert Thompson, who has 
been appointed manager of the Atlanta 
district for the division, where he takes 
the post from Art Coffin who has retired. 
a s * 

Industrial Chemicals Division of Amer- 
ican Cyanamid Co., New York, N. Y., 
announces that Mr. T. O. McDonald has 
been assigned sales representative for 
the Gulf Coast. He was formerly as- 
signed to the New Orleans office and 
handled all products of the Industrial 
Chemicals Division. 

s s s 

Mr. W. J. Patterson, Jr., was recently 
appointed field technical representative 
for Synthron, Ine., Ashton, Rhode Is- 
land. Mr. Patterson will represent the 
company in North and South Carolina, 
with headquarters in Greenville, South 
Carolina. 





. s s 


The Nashville, Chattanooga & St. 
Louis Railway has announced the fol- 
lowing appointments effective February 
1, 1951: Fred Hauff has been appointed 
freight traffic agent at Atlanta, Georgia. 
He will report to A. D. Carter, division 
freight agent. H. A. Bennett has been 
named assistant division freight agent 
at Atlanta, Georgia. A. D. Carter has 
been advanced to the position of division 
freight agent, Atlanta, succeeding 
Charles T. Love, deceased. 


* ¢ 8 


The Atlantic Coast Line Railroad Co., 
has announced the following appoint- 
ments effective February 1, 1951: BR. F. 
Hart as freight service agent at Cincin- 
nati, Ohio, and C. D. Hastings as freight 
service agent at Fayetteville, North 
Carolina. 

s s s 

Seaboard Air Line Railroad Co., has 
announced that effective February 1, 
1951, R. L. Cleveland is commercial agent 
at Memphis, Tennessee, succeeding W. 
H. Fitzpatrick, retired. 

* * . 

Fairbanks Morse & Co., has announced 
the recent appointment of C. G. Gehr- 
inger as manager of the firm’s Louisville, 
Kentucky branch. Mr. Gehringer has 
been with the firm since 1936 and has 
been a special representative stationed 
at Louisville. 

* * © 

In keeping with the plant expansion 
program of the Atlas Mineral Products 
Company, George L. Wirtz, president, 
has announced that Donald F. Deakin, a 
graduate of Penn State with a degree 
in civil engineering and with consider- 
able experience in engineering, has been 
appointed product director in charge. of 
water and sewer materials for the firm. 
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Port of Savannah improvement 
Program Gets Underway 


As the initial step in the $5,000,000 
program for the improvement of the 
Port of Savannah, members of the 
Georgia Ports Authority, meeting recent- 
ly, awarded a contract of $1,791,639.70 to 
construct wharf bulkheads, fender sys- 
tems and other work incidental to the 
construction of a 2,065-foot pier. 

Espy Paving and Construction Com- 
pany, of Savannah, obtained the contract 
on the low bid. The highest bid of $3,864,- 
730 was by the J. A. Jones Construction 
Company, of Charlotte, N. C. 

Other bids were: Diamond Construc- 
tion Company, Washington, D. C., $2,124,- 
182; Hardaway Contracting Company, of 
Columbus, $2,301,700; Dixie Construction 
Company, of Savannah, $2,489;999.99; 
Frederick Snare Corporation, of New 
York City, $3,631,271. 

James D. Robinson, Jr., Chairman of 
the Authority, said that construction 
work began in January. 

The proposed 2,065-foot dock, wth a 
40-foot apron, will berth four of the 
largest cargo vessels at the same time. 
In addition, ‘there will be three sheds, 
with a capacity of 74,000 square feet 
each, for temporary storage of freight in 
transit, with platform loading facilities 
for trucks. Parallel railroad tracks will 
be located behind the sheds and along 
the wharf. 

Robinson said that the Authority’s 
property in Savannah comprises 407 
acres, with a river frontage of 4,328 feet. 
This property, with improvements, has 
a value of more than $5,000,000. The 
warehouses, in profitable operation since 
1948, have 2,000,000 square feet of storage 
space, Adjacent to the warehouse there 
is a 200-acre tract of land suitable for 
industrial development. 

For this development, Robert & Com- 
pany, Inc., of Atlanta, are the architects 
and engineers. 


North Carolina Lists 
Sites for Industry 


A list of 25 buildings containing from 
5,000 up to 250,000 square feet available 
for industry has just been issued by the 
Division of Commerce and Industry of 
the North Carolina Department of Con- 
servation and Development, Raleigh, N. 


Paul Kelly, head of the division, said 
that this list supplements previous list- 
ings and that the properties are available 
both for lease or sale. Some may be 
financed by local groups organized for 
the purpose of providing sites and build- 
ings on favorable terms to desirable in- 
dustries. 

The current list and previous lists, and 
also detailed information on scores of 
sites from coast to mountains, may be 
obtained from the Division of Commerce 
and Industry, which, Kelly said, is con- 
stantly receiving new data on additional 
plants sites and buildings suitable for a 
wide range of industry, . 
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Pennsalt Opens New Plant 
In Montgomery, Ala. 


The Pennsylvania Salt Manufacturing 
Company’s new plant for formulating in- 
secticide concentrates and finished in- 
secticide products at Montgomery, Ala- 
bama, has been completed and is now in 
production, the company announced. 

The plant, Pennsalt’s first in the South- 
east, also includes a new district sales 
office of the Agricultural Chemicals De- 
partment to serve southeastern agricul- 
ture. J. Drake Watson is district sales 
manager and R. O. White is plant super- 
intendent. 

Production equipment is designed to 

manufacture either concentrates of in- 
secticide formulations for other blenders 
or finished insecticide products ready for 
growers’ use. Products will include a 
complete line of recommended insecti- 
cides for use on cotton, peanuts, soy- 
, beans, potatoes and truck erops, and for 
~ livestock. 
In addition to manufacturing facilities, 
_ the new plant includes warehouse space 
| for approximately 1,000 tons of finished 
material. Establishment of this is in line 
with the company’s general policy of pro- 
viding faster distribution service to meet 
requirements of southern agriculture. 

In announcing the openin# of the new 
plant, William P. Drake, Vice President 
in Charge of Sales, said: “During recent 
_geasons the demand for products this 
plant will produce has been increasing 
rapidly in the agricultural regions of the 
South and Southeast. Many farmers who 
previously had used little or no insecti- 
cides are now turning to them as a means 
of increasing yields per acre. 

“With our basic raw material position, 
our experience in other regions, and 
backed by our research facilities, we be- 
lieve we can best serve this demand by 
operating a plant such as this in the 
Montgomery area. 


“Our market research now indicates, 
especially with the defense economy, that 
even with this new plant there will not 
be enough production to meet the grow- 
ing need for these products.” 

The plant building itself, with approxi- 
mately 15,000 square feet of floor space, 
was constructed by Montgomery Indus- 
tries, Inc., a corporation of Montgomery 
businessmen organized by the Chamber 
of Commerce. Pennsalt occupies the 
building under a lease agreement with 
an option to purchase. 

The plant is located on the Montgom- 
ery-Birmingham highway and is served 
by a siding of the Gulf, Mobile and Ohio 
Railroad. 


Watts Mills, Laurens, S. C. 
Installing New Machinery 


Installation of machinery for ply twist- 
ing at Watts Mills, creating approxi- 
mately 100 new jobs, will be completed 
sometime in April, according to an an- 
nouncement made by T. P. Townsend, 
pnanager of this Laurens, S. C., division 
of J. P. Stevens & Co., Inc. 


The additional machinery is being set 
up in the former spinning room at the 
Watts plant, and will be used in the pro- 
duction of ply twisting of spun rayon 
and cotton yarns. The installation, ac- 
cording to Mr. Townsend, includes ring 
twisters, cone winders and high speed 
warpers. 

The. expanded production at Watts 
Mills will materially increase the number 
of workers, and in turn step up the pay- 
roll of this division of the Stevens Com- 
pany. Applications for the new jobs are 
being received by the personnel depart- 
ment at the plant. Supervisory positions 
will be filled by promotions in accordance 
with company policy, according to the 
manager. 


{ 
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North Carolina Diversifies, 
Moves Ahead industrially 


North Carolina further diversified its 
position of industrial leadership in the 
Southeast in 1950. Already the leading 
cotton textile producer in the nation, im- 
portant new entries in the fields of 
woolens and synthetic fibres and the 
finishing industry during the year added 
diversity to the State’s huge spinning 
and weaving industry. Other new indus- 
tries established in 1950 ranged from 
electronics to wood pulp. Both these new 
industries, which completed or planned 
investment of more than $100 millions in 
the State during the year, and additions 
to already established manufacturing 
plants reflected the trend toward rural 
and suburban locations. 


The number of plants located outside 
cities directs attention to North Caro- 
lina’s “accessible isolation,” a slogan first 
used by Governor Scott in summing up 
the State’s unique attraction to industry 
in the atomic era. With overnight access 
to the most concentrated markets in the 
nation, but with its own population of 
more than four millions dispersed in 
more than 3,500 towns, villages and rural 
areas, North Carolina represents accessi- 
bility to markets, materials and labor, 
but isolation from the disadvantages of 
congested cities. 


The 31 principal industries selecting 
North Carolina during 1950 for the es- 
tablishment of new plants involving esti- 
mated investment of $104,421,000 will pro- 
vide employment for 9,715 workers with 
annual payrolls of $24,739,000. These fig- 
ures do not include additions to existing 
facilities, which amounted to millions of 
dollars, or the multi-million dollar public 
utilities expansion program. 

During the year, the State’s agricul- 
tural marketing facilities were improved 
by the erection of a $750,000 grain eleva+ 
tor near Wison and expanson of meat 
packing plants in areas of rapidly in- 
creasing livestock production. 


Velasco, Tex. Magnesium Plant 
To Be Re-Activated By U. S. 


Dr. Mark E. Putnam, general manager, 
The Dow Chemical Company, Midland, 
Michigan, announced that the company 
has received a letter of intent from the 
United ‘States government for the re- 
opening of the government magnesium 
facilities at Velasco, Texas, for the pro- 
duction of magnesium from sea water 
under the national defense mobilization 
program. 

The necessary rehabilitation for the 
operation of this plant is being done un- 
der government supervision. It is ex- 
pected that partial production of mag- 
nesium will begin in early spring of 1951. 

The Velasco magnesium plant, utilizing 
sea water as the raw material, is a gov- 
ernment-owned plant that has been 
maintained in standby condition since 
the end of World War II. 
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Dispersion from congested target areas is industry’s 
answer to the threat of modern war. And MISSISSIPPI, 
out of range of strategic enemy objectives, offers indus- 
try maximum wartime protection in an ideal location 
accessible to all major markets. There’s also plenty of 
room to expand in Mississippi, where cooperative, 
friendly communities will welcome you. 
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INDUSTRIAL BOARD 





Seventy foot diameter by sixty foot soy bean tank built by Chicago Bridge & Iron 
Company for Refuge Cotton Oil Company, Greenville, Mississippi. 





Frisco Plans Freight Station 
And Office at Fort Worth, Tex. 


Plans for the construction of a new 
office building and freight station by the 
St. Louis-San Francisco and Texas Rail- 
way Company, Fort Worth, Texas, were 
announced February 14th by C, J. Ste- 
phenson, vice president and _ general 
manager. 

The new building will be located on 
Vickery Boulevard at Hemphill Street, 
just adjacent to the present Frisco 
freight station. The office portion of the 
new structure will be two stories high, 
while the ware room and freight station 


| 

and loading docks will be one story. 
Overall length of the new building will 
be 276 feet. 

Construction is expected to get under 
way just as soon as materials are ob- 
tainable, Mr. Stephenson said. The build- 
ing will house Frisco offices now in the 
‘Meachams Building as well as those in 
ithe present freight station. 


~- The Frisco executives said that func- 
tional colors will be used throughout the 
offices and that moveable partitions will 
be utilized in the office portion. The 
building will be fire-resistant. Acousti- 
cal ceilings will be used throughout, and 
floors of offices will be of parquet wood 
flooring, while asphalt tile will be used 
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in. the hallways. Lighting will be by 
fluorescent fixtures. 

Furnishings throughout the building 
will be new and will harmonize with the 
color scheme and general architecture, 
Offices to be located in the new structure 
will be the executive and traffic offices 
presently located in the Meachams Build- 
ing, the freight offices, the division engi- 
neer, special agent and claim agents. 

The building was designed by O. H. 
Tucker, Frisco architect and his staff. 


"Arkansas Farmer" Moves 
Into New Quarters 


The Arkansas Farmer recently moved 
into new and larger quarters at 319 
West Markham Street, in Little Rock. 

Thomas J. Anderson, who bought the 
publication recently, reports that 1950 
was the largest year in point of both 
advertising and circulation in the 53 
years of publication. Advertising lineage 
gain was highest of any farm paper in 
America. 


Public Relations Firm 
Opens Office in Dallas, Tex. 


Formation of a new public relations © 
firm, the Eldean-Cain Organization, Inc., 
with headquarters in Dallas, Texas, was 
announced by Fred Eldean, president of 
the Fred Eldean Organization of New 
York. Mr. Eldean is also president of 
the new southwestern firm. 

The Dallas organization will afford na- 
tional public relations facilities to South- 
western companies and industries on a 
regional basis, Eldean said, with national 
services available when needed. 

Keeton Arnett, Eldean’s senior asso-, 
ciate in the Fred Eldean Organization, 
will serve as vice-president and general 
counsellor of the.Texas concern. 

Paul Cain of Dallas, long-time South- 
western director of the American Petro- 
leum Institute’s public relations pro- 
gram and former member of the Fred 
Eldean Organization, is executive vice- 
president and treasurer of the Eldean- 
Cain Organization, and will manage the 
Dallas operation. Neil Brans, Dallas at- 
torney, is secretary and legal advisor. 
Kenneth R. McDonald will head the San 
Francisco office which will represent both 
firms on the West Coast. 


Moore Announces Availability 
Of "Uncle Neas" Calendar 


Moore Dry Kiln Company, P. O. Box 
4248, Jacksonville 1, Fla., announces that 
anyone who wishes to obtain a copy of 
their 1951 calendar, featuring another 
incident in the life of “Uncle Neas,” may 
do so by writing the company upon re- 
quest. ‘ 

The calendar picture and the story 
printed under the calendar pad show that 
“Uncle Neas” is having his trials and 
tribulations in producing lumber, the 
same as lumber manufacturers in other 





sections of the country. 
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BUSINESS NOTES 





Engineering Products Co., Charleston, 
W. Va., was recently appointed sales rep- 
resentative for the full line of magnetic 
separation equipment of Eriez Manufac- 
turing Co., of Erie, Pa. 

George Garrett and Ralph Crump are 
members of the sales force for Engineer- 
ing Products, with F. E. Anderson as 
general manager. 

s s o 

Bryant Chemical Corp., recently estab- 
lished a Southern office, with John W. 
Bryant as representative. Mr. Bryant 
will travel with the complete line of 
Brytex specialties and his address is Box 
2301, Spartanburg, S. C. 

s * a 
Lynn Holloway, owner of Holloway 
Manufacturing Co., has announced that 
the company has moved to 110 East Tay- 
lor Street, East Point, Ga., who formerly 
were located at 1155 Victory Drive, At- 
lanta, Ga. 
oe s a 
Eight new district sales managers of 

Fruehauf Trailer Company, Detroit, 

Michigan, were named recently by re- 

gional officials of the world’s largest 

trailer manufacturer. The two’ who won 
promotions as part of an extensive com- 
pany sales organizational program were: 

M. M. Williamson, Oklahoma City, Okla., 

and F. L. Brower, Birmingham, Ala. 

Mr. Williamson was a Fruehauf dis- 
tributor at Tulsa, Okla., from 1928 to 

1937, then was named to head up the 

new company branch as manager at Ok- 

lahoma City. Originally that branch 
served all of Oklahoma and the Texas 
' Panhandle, but later separate branches 
were set up at Tulsa, Okla., and Amarillo, 
Tex. All three of the branches will be 
included in Mr. Williamson’s district. 
Fruehauf-owned branches at Birming- 
ham, Ala., Nashville, Tenn., Jackson, 
Miss., and New Orleans, La., are in the 
district of Mr. Brower. 
e . e 

Howe Scale Company, of Rutland, Vt., 
makers of scales, weight recorders and 
hand trucks, has recently opened branch 
offices at Denver and Houston. 

Richard F. Straw, vice president in 





charge of sales, said these new branch 
offices will increase the scope of his firm’s 
sales activities as well as expand its 
warehouse and service facilities, The 
company operates 18 other branches in 
leading cities throughout the country. 

o e s 


The American Gas and Electric Com- 
pany’s exchange offer to Central Ohio 
Light and Power Company common 
stockholders was declared effective re- 
cently, according to Philip Sporn, presi- 
dent of the American Gas and Electric 
Company of New York. 

Holders of 131,735 shares, 81.3%, of 
Central Ohio stock have accepted the 
offer, and delivery of American Gas and 
Electric shares were made on January 
15. 

A special dividend of $2.25 per share, 
payable January 15 to stockholders of 
record January 9, was declared by Cen- 
tral Ohio. 

The acquisition of Central Ohio Light 
and Power by American Gas and Elec- 
tric will increase the system’s customers 
by 23,000 to 1,169,000. The Central Ohio 
territory serves the cities of Findlay and 
Wooster, and a number of smaller com- 
munities in Wayne, Hancock, and nearby 
counties, Ohio, in the north central part 
of the state. The territory is mixed agri- 
cultural and industrial and adjoins the 
territory of The Ohio Power Company, 
one of the American Gas and Electric 
Company’s large subsidiary companies. 
It is planned to tie the newly acquired 
property into the American Gas and 
Electric System. : 

This will assure the Central Ohio ter- 
ritory of the same adequate, reliable, and 
economical sources of power now avail- 
able to the 7-state area served by the 
American Gas and Electric System. 

s es J 

United States Pipe and Foundry Com- 
pany, Burlington, New Jersey, an- 
nounced that it has acquired complete 
ownership of Pontusco Corporation. 
Pontusco Corporation formerly was 
jointly owned by the United States Pipe 
and Foundry Company and Compagnie 
de Pont-a-Mousson of Nancy, France. 


Through an agreement made between 
the two companies all of the Pontusco 
stock formerly owned by the French 
company was purchased by the. United 
States Pipe and Foundry Company. 
Pontusco Corporation is owner of all the 
common stock of the United Concrete 
Pipe Corporation of California. United 
Concrete Pipe Corporation is an impor- 
tant supplier of concrete pipe in Cali- 
fornia and other western states. 
Through the agreement Compagnie de 
Pont-a-Mousson acquires complete own- 
ership of Pontusco Corporation of Cuba, 
which operates a plant at El Cotorro, 
Havana, Cuba producing concrete pipe. 
s s s 


The appointment of Fred C. Poppe, as 
Advertising Manager of the Philadelphia 
Division of the Yale & Towne Manufac- 
turing Company was announced by 
James A. Shellenberger, Director of Ad- 
vertising, Publicity and Market Re- 
search. The new appointment represents 
an expansion of this department for 
greater operating efficiency. ., 

Mr. Poppe comes to Yale’s Materials 
Handling Division from Fuller & Smith 
& Ross, New York advertising agency, 
where he was engaged in copy-contact 
work. 

Mr. Poppe is a native of New York 
City and attended elementary and sec- 
ondary schools there. He is a graduate 
of Princeton University. 

s s 6¢ 


Mr. R. W. Fordyce, General Sales Man- 
ager, Bendix Television and Radio Divi- 
sion, Bendix Aviation Corporation, Bal- 
timore, Md., has announced the appoint- 
ment of the J. V. Clement as 
Bendix Television and Radio District‘ 
Merchandiser for the territory consisting , 
of the states of Georgia and Florida. | 

Located at 1024 Virginia Avenue, N. E. 
in Atlanta, Georgia, the J. V. Clement 
Company will operate under the capable 
direction of Mr. J. V. Clement. In addi- 
tion to the handling of sales of Bendix 
Television and Radio by an experienced 
staff, the Clement Company will main- 
tain a complete service and parts depart- 
ment for dealers in the area. 








SELF-ALIGNING, BALL BEARING 
PILLOW BLOCKS 
TO MEET ALL REQUIREMENTS 
AVAILABLE IN £LL SIZES UP TO 2%,” 


Sealed-in Lubrication — 
Aluminum Alloy Housings 
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And that means a lot. We study your 
needs and meet them out of 
our long experience, and 
then give you a tank that 
lasts practically forever. In- 
quiries invited. 
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EPPINGER ~~» RUSSELL CO. 


Wood Preservers Since 1878 


80 EIGHTH AVE., NEW YORK II, N. Y. 
Pressure Treated 
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Treating Pleats 


Eddiagtea, Pa. e Nerfelk, Ve. 


SEREW MACHINE 
PRODUCTS 














por Bang s 
sed. Backed by over 
ears’ service in the hands of hundreds 2 
inn-educated 
tments and 
ow from @: 





meenpaorberess fh 


combine to pro 
Sane the finest concrete pipe at lowest cost. 


For making pipe rongy hand methods by ed 
th wet or semi-dry processes. Built to 
years of service—sizes for pipe 
to" up to 120” and larger—tongue 
ware or bell end pipe at lowest cost. 
ye Cor ~~ 
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""SERVING THE SOUTH" 


Storage tanks — Pressure vessels 
Welded steel plate construction 


BUFFALO TANK CORPORATION 


Fairfield Pleat — P. O. Box 475 
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LAMORGA 


PIPE Geum FOUNDRY CO. 


cise: VA. 


Ornamental and Industrial 
MIXX] PERFORATED 
7, METALS 
IX We carry a large stock for 
DD — 


immediate shi; 
Send for Our Catalogue. . \ 
Manhatten Pesierated Metal Co., inc., 43-17 37th St., L. L Cay N.Y. 











POWER PLANTS—WATER WORKS 














FABRICATED LEAD EQUIPMENT FOR THE 
CHEMICAL, RAYON, BY-PRODUCT COKE AND 
PLATING INDUSTRIES 
ER png fg eg 


P. ©. Ben 4627 aia Phone Wel. 2578 
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Michoud Industrial Facilities, a government-built plant intended for bomber 

manufacture in World War II, has been taken over by the U. S. from the Board of 

Port Commissioners of the Port of New Orleans. It will be used by the Chrysler 
Corporation for the assembly of tank engines. 





Brady Publishes Booklet 


On Pneumatic Conveyors 


The Brady Conveyors Corp., 20 W. 
Jackson Boulevard, Chicago 4, Ill, re- 
cently published a booklet titled, “Brady 
Pneumatic Conveyors,” spotlighting Ash- 
veyor system of ash removal. 

The Ashveyor System is used in plants 
having a great tonnage of ash, fly ash, 
and soot. It can be operated by using 
either a steam venturi jet exhauster or 
an electric driven exhauster. The latter 
is used only on systems having excep- 
tionally long pipe lines with a great num- 
ber of bends, where the capacity of ash 
to be handled exceeds ten tons per hour. 
Ash is deposited into storage tank in the 
same condition as when it entered the 
system. No steam mixes with the ash. 

The company’s items of manufacture 
include Dust Collecting Systems, Air 
Washers, and Filters, Mechanical Con- 
veyors of all types, weigh larries, screw 





SAUEREISEN 


ACID PROOF CEMENTS 


ee 


Let us help you with your acid-proofing problems 
Send sketches and blueprints 
Write for new catalog. 


ttsburgh 15, Pa 





conveyors and all related types of ma- 
terial handling systems both stationary 
and portable. 


Missouri Pacific Installing 
Train To Train Communication 


Every diesel powered locomotive — 
passenger and freight on the Missouri 
Pacific System, St. Louis, Mo., will be 
equipped for train to train radio com- 
munication. This was assured when U. S. 
District Judge George H. Moore author- 
ized recently an expenditure of $324,250 
to install radio on 137 diesel locomotives 
and 102. cabooses now in service. 

In addition, 75 locomotives on order 
will be similarly equipped and 100 diesel 
freight units have been or are now being 
radio-equipped. When all are in service 
by next summer, Missouri Pacific Lines 
will have 312 diesel locomotives and 285 
cabooses radio-equipped. 


Oil Products Terminal 
Underway at Birmingham 


A million-dollar oil products terminal 
to be jointly owned and operated by Pan 
American, Pure Oil and Gulf Oil Re- 
fining Companies of Birmingham is now 
under construction. 

The terminal, with storage tanks, pipe- 
lines, pumping stations and railroad sid- 
ings, will cover: more than 61 acres. 

Rives Construction Company, Birming- 
ham, has the general contract. The 
storage tanks will be built by the Chi- 
cago Bridge & Iron Company and the 
railroad sidings by the L. & N. 


Armco Steel Publishes 
Folder on Stainless Steel 


A new folder describing paper-thin 


“stainless steel has recently been pub- 


lished by Armco Steel Corporation of 
Middletown, Ohio. 

Complete information is given on how 
the metal is supplied, along with typical 
mechanical properties. Of special im- 
portance is the description of Armco 
17-7 PH thin-gauge strip, which has a 
tensile strength comparable to the best 
high carbon spring steel. Copies of the 
folder may be obtained from the com- 
pany. 


Railroads Prepared To Support 
National Defense Effort 


R. B. White, president of the Baltimore 
& Ohio Railroad recently declared that 
the railroads are better prepared than 
ever before to support the national de- 
fense effort, recalling that the American 
railroads proved their basic importance 
in national defense by carrying 90 per 
cent of war freight and 97 per cent of 
the organized troop movements during 
World War II. 

In a New Year’s message to B&O em- 
ployees, Mr. White said that “the rail- 
roads have invested more money since 
the war in increasing their capacity and 
efficiency than in any comparable period. 
They are prepared as never before to 
support the national defense effort.” 
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Address ‘‘Well poles, Opportunity "Fe 
ore 3, Md. 


Bade ors purchaser for sixty-six year old 
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@ Patent Attorneys 





& BELL 


PATENT ATTORNEYS 
904 Johnston Bidg., Charlotte, N. oc 
753 Munsey Building. Washington, 





@ Inventions for Sale 


MANUFACTURERS—Write for our FREE 
Classification Sheet of Inventions hy: Sale. 


subjects, and in og ~ 
will Somerton 
HER tee Enelgnt. 





more of which 
terested. A 
St. Louis. Mo. 











Bristol Steel & Iron Works, Inc. 


DESIGNERS — FABRICATORS — 


STRUCTURAL STEEL 
For Buildings, Bridges and All Industrial Purposes 
BRISTOL, VIRGINIA-TENNESSEEB 
Capacity: 1500 to 2000 tons per month. 


ERECTORS 








GALVANIZING 


—Hor iP J08 GALVAnzER— 
—PICKL 
_lesaph P. Cattle & Bros. inc. 


“SALVANIZED PRODUCTS FURNISHED” 
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Everythieg from @ Pulley te e Powerhouse 


THE O'BREN 


1827 N. DELAWARE AVE., PHILADELPHIA, PA, 








a AARBLALIALE LES 


BOUGHT AND SOLD 
We carry a large stock of transformers, 
and invite your inquiries. 
PIONEER TRANSFORMER REBUILDERS 
We rewind, repair and redesign all makes and 


sizes. 


One Year Guarantee. 


THE ELECTRIC SERVICE CO., INC. 
“AMERICA’S USED TRANSFORMER CLEARING 


SINCE 1912 


mouse’’ 
CINCINNAT! 27, O80 








. Bell Phone: GA 6-1150 ab 








POR SALE 


Browning 10 ton Cab controlled 
travelling Crane. 


an 38 feet 10% inches. Speeds—hoist, 
PPM: trolley: 125 EPM) beige oud 


is in excellent operating condition. 
KNOX CORPORATION, Thomson, Ga. 


FPM. This Crane is now in operation and 


ALBERT 











Yates 2 A Flooring Machine 

Moulder Rawley & Hermance 8”—4 side 
Jointer 12” R.H. Root 

Band Saw 42” Atlantic 


MALLORY MACHINERY CO. 
525 W. Conway St., Beltimere 30, 














Several heavy duty, reconditioned ores. 
gust vx 60, 64’ x 60, 5%’ Ss, 
Also a umber of kilns, % x 65’, 5’ x 50’ 
and 414’ x 40 and & x Raymond 
mills, jaw crushers, ball peo tube mills. 


MACHINERY & | NEw ¢ 
EQUIPMENT USED 


©@ Machine Tools 
OF 


© Hydraulic Equipment 
© Metal Working 
Equipment 
©@ Meulding Equipment 
© Engreving Machinery 


AA ROW MACHINERY 


COUNTRY’S 
hein 


COMPANY, INC. 
© Creaby 5... Me New York 12, W. Y. 
WORTH 4-6233 


& DAVIDSON PIPE CORP.” 


FOR SALE 


Machinery and equipment from one 6 
foot and one 7 foot water gas sets. In- 
cludes G. M. seven valve automatic hy- 
draulic nest; Cottrell electrical precipi- 
tator for detarring water gas; various 
hydraulic valves, instruments and meters. 


For further information address: 
Meneger — Water, Gas & Electric 




















GREENPOINT IRON ¢ 
Bogart ana Me ~ Ss 


261 H.P. Farrar & Trefts 1943—125#, 
series 500 with Detroit Stoker. 
MALLORY MACHINERY CO. 
525 W. Conwey St., Beltimere 30, Md. 











COMPRESSORS — VACUUM PUMPS 
NEW & REBUILT 
Stationary — Portable 
Save 40% to 60% 
Sale — Rental — Rental Purchase 


AIR COMPRESSOR CORP. 
4704 Delt Ave.. Nerth Borgen, N. J. 











1000 KW Medern Rotary 





600’ x 200° Steel Bidg. 2-10 Ten Cranes. 
100,000 Gal. Steel Water Tank & Tower 
800-500-100-75-50 HP Meters—NEW 
20/25 TPH 6.G. Coldmix Asphalt Plant 
90’ x 10’ & 40’ x @ Rotary Oryers 

100 & 325 HP Code 200% YP Boilers 


rtebedeakidier ss Louis 14, Me. 
































ELECTRIC MOTORS 
& GENERATORS 


AC & DC — Up to 500 H.P. 
Large Stock — Full Guorantee 
immediate Shipment 
Reduced Prices — Backed By 
43 Years of Fair Dealing 


ARTHUR HAGNER _ 
& 0; Chis 


Randoigh 


Cell—Wire—Or Mail Your Offerings To Us Todey—We Are The 


BEST MARKET 


FOR YOUR EXCESS INVENTORIES OF 


ALUMINUM & STAINLESS STEEL 


SHEETS, BARS, RODS, ANGLES, TUBES AND COILS 
CONTINENTAL IRON & METAL CO. 














ae Ford, Bacon & Davis 
Engineers 


CONSTRUCTION NEW YORK 
MANAGEMENT 


PHILADELPHIA 


APPRAISALS 
REPORTS 


CHICAGO : LOS ANGELES 





ROBERT AND COMPANY ASSOCIATES 


Olrchkitects and Gngin eers 


ATLANTA 


DESIGN e MODERNIZATION STUDIES © APPRAISALS 
MACHINERY LAYOUTS e AIR CONDITIONING 
POWER PLANTS 














Investigations 
and 
Reports 


DESIGN © ENGINEERS @ CONSTRUCTION 
Industrials, Public Utilities, Process Pl. 


jants 
ENGINEERING CONSULTANTS 


DAY & ZIMMERMANN, INC. 
PHILADELPHIA CHICAGO 


Appraisals 
Management 


NEW YORK 





RUMMEL, KLEPPER & KAHL 
ENGINEERS 
DESIGN—INVESTIGATIONS—REPORTS 


Industrial Plant Development 
Water Treatment and Waste Disposal Plants 
Bulk Material Plants and Machinery Layout 
Railroad and Trucking Faciljties 


1021 North Calvert Street Beltimore 2, Maryland 





GANNETT-FLEMING-CORDDRY-CARPENTER, INC. 
ENGINEERS 


Water works, Industrial Wastes, Roads, Bridges, 
Airports, Flood oath. Appraisals, Investigations, Reports. 
PITTSBURGH, PA. DAYTONA BEACH, FLA, 


HARRISBURG, PA. 





FREDERICK SNARE CORPORATION 


Engineers—Contractors 
HARBOR WORKS © BRIDGES ¢ POWER PLANTS © 
DAMS ® DOCKS AND TERMINALS. 
DIFFICULT AND UNUSUAL FOUNDATIONS A SPECIALTY. 
233 BROADWAY, NEW YORK CITY 7 : 
1400 SOUTH PENN SQUARE, PHILADELPHIA 
Vv CUBA; LIMA, PERU; BOGOTA, COLOMBIA; CARACAS, 
VENEZUSLA: SAN JUAN, PUERTO RICO; GUAYAQUIL, BCUADOR. 





HOOSIER ENGINEERING COMPANY 
Erectors of Transmission Lines 
1384 HOLLY AVE., COLUMBUS, OHIO 
=, S. La Satzz Sr. 106 Lemngse Se. 


TCAGO, Itt1Nots| 
VIRGINIA ENGINEERING COMPANY, INC. 


Government — INDUSTRIAL — Municipal 
GENERAL CONTRACTORS 
NEWPORT NEWS, VIRGINIA 








ASSOCIATED INDUSTRIAL gy og 
Ben W. Hopkins 
INVESTIGATIONS 


zs 


n't lemeniasnane 
UCTION A‘ PRODUCTION CONTROL 

ve oy o caPAL 

SALINGER BLDG., SUITE 214 

NORTH LITTLE ROCK, ARK. 





WILEY & WILSON |" 
a CONSULTING ENGINEERS 
—_— we: nad wi Water Treatment, pw agg tg gl ye = 
Reports — Plans — 
Main Office Branch Office 


Supervision 
905 Bank Bidg. 517 American Bidg. 
lonchbure. Virginia Richmond, 


Virginia 
WOOTEN & WOOTEN 
ENGINEERS & ARCHITECTS 
SPusren Suioines — WAREHOUSES — STEAM PLANTS 
FIELDS — WATER & SEWAGE WORKS 
213-217 LATTA ARCA 
CHARLOTTE, N. or 








HARDAWAY CONTRACTING 
COMPANY 


Engineers Contractors 
Water Power Development, Bridges 
COLUMBUS, GEORGIA 


Watson and Hart 


Consultants for Civil, Electrical, Mechan- 
feal and Textile Engineering Problems. 


Greznsporo Norra Carona 





HUGHES WELL CO. 
LARGE WELLS—ANY DEPTH— 
ANYWHERE 
WATER SYSTEMS, TURBINE PUMPS 
INSTALLED 


6 Smith St. Charleston 36, 8. C. 


CROUT, SNYDER & CRANDALL 
Consulting Structural Engineers q 


20 E. LEXINGTON ST., BALTIMORE 2, MD. 
MUtserry 8500 





APPRAISERS 
Middle Tenn. N. 
Est. 1914—Realtors 
Biscoe GRIFFITH 
214 Union, Nashville 3, Tenn. 


So. Ky. Als. Industrial Plante—Warehouses 


Reinforced: Conorete--Design and 
1180 Century Bidg., Pittebergh 22, Pa. 
Batson-Cook Company 
Incorporated 
General Contractors 
WEST POINT, GA. 





WHITMAN, REQUARDT 
AND ASSOCIATES 
ENGINEERS — CONSULTANTS 
Civil — Sanitary — 


inet Be 


Plans, Supervision, 


Paul 8t., Baltimore Md. 





FROEHLING A saetsoonabenete 
Inspection Engineers end Chemists 


\ 


1951 Blue Book of Southern 
Progress to be published April |, 

1951. Order your copy now at 
pre-publication price. RICHMOND 4] vmonna 
$2.00 per copy. S 








Wiedeman and Singleton 
Consulting Engineers 


lane RcnES. SETS 
ONS, REPORTS 

ATLANTA, Ga. 

SYDNOR PUMP & WELL CO.., INC. 


ESTABLISHED 1889 
We epecielize in Water Supply and in Pumping Equipment 
1305 BROOK ROAD, RICHMOND 22, VA. 


Algernon Blair 
Contractor 
MONTGOMERY, ALA. 














SANDERSON & PORTER 


ENGINEERS 
SO AYE NOL Os LO) AS 


AND 
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Hunting, Larsen & Dunnells. 
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DREDGING 


FILLING, 
LAND RECLAMATION, 
CANALS, 
PORT WORKS 


RIVER AND HARBOR IMPROVEMENTS 
DEEP WATERWAYS & SHIP CHANNELS 


We are especially equipped to execute all 
kinds of dredging, reclamation and port works 
in Southern waters. 


ncn RS 


Correspondence invited from corporate and 
private interests everywhere. 
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Contractors to the Federal Government 


ATLANTIC GULF AND PACIFIC CO. 


18 PARK ROW, NEW YORK 7, WN. Y. 
CITIZENS STATE BANK BLDG. HOUSTON 2, TEXAS 

















THE BELMONT Iron WoRKS 


Engineers-Fabricators-Erectors-Contractors-Exporters 
STRUCTURAL STEEL 
BUILDINGS & BRIDGES 

RIVETED — ARC WELDED 
GETTIER- 


SHOPS: PHILADELPHIA — EDDYSTONE — ROYERSFORD 
MONTANYE, INC. co i aaa alas 
Advertising Specialties 








CALENDARS Main Office—Philadelphie 46, Pe. 
GLYNDON, M Dd. 


New York Office—44 Whitehall St., N. Y. 4, N. Y. 
“Largest South of Mason-Dixon Line” 


FOUNDATIONS 


PILES—CAISSONS 
UNDERPINNING 
SHAFTS—TUNNELS . 
COFFERDAMS 


No Job Too Large-—None Too Small 
41 YEARS 
EXPERIENCE 


MARCH NINETEEN FIFTY-ONE 
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Business Consultants Steel (Galvanized) 
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Cohenders Steel Plate Work 
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Cements (Industrial) Steel Products ..3, 6, 22, 56, 
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Metals (Non-Ferrous) Structural Steel 4, 12, 17, 62, 
Containers (Paper) .. Perforated Metals Tanks and Towers 
Contractors 


Piling, Poles, etc. (Creosoted) 61, 67 Telephone Service 


Conveyors . Pillow Blocks Temperature Control ... 





Doors (Rolling Steel) Pipe (Cast Iron) .... Treads (Stair) 
Dredging Contractors Pipe Forms Tubing (Steel) 


Engineers Professional Directory Water Supply 


STEER, 


over-all stocks are still large and diversified. 








For a single piece or a carload, call our nearest plant. Joseph T. Ryerson & 
PRINCIPAL PRODUCTS Son, inc. Pt New York, 8 Philadelphia, Detroit, Cincinnati, Cleveland 


» sonar i Pa . Pittsburgh, Buffalo, Chicago, Miwaukee, St. Louis, Los Angeles, San Francisco 
rolled & cold fin., forcing chanical & boiler tubes 


STRUCTURALS—! beoms, H STAINLESS — Allegheny sheets, 

beams, channels, ongles plates, bars, tubes, etc. E , 

PLATES—Sheored & U. M. BABBITT— bearing metal 

et Se rt Foe MACHINERY & TOOLS—for ; 
SMEETS—Many types metal fabrication : 
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NATURAL GAS 


A fuel whose value has been proven by 
years of use in a most diversified line of 
industrial applications. 


Natural gas has created the possibility of 
effortless comfort by the facility, and econ- 
omy with which it fits into the home. 





SOUTHERN NATURAL GAS COMPANY 


Watts Building Birmingham, Ala. 
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and RIP PLATES. 





%& FLEXCO Fasteners 
make tight butt joints of 
reat strength and 
ility. 
%& Trough naturally, oper- 
ate smoothly through 
peeee pulleys, 


* FLEXCO ip Plates are for bridging soft spots and FLEXCO 
¢ Fasteners for patching or joining clean straight rips. 

Order From Your Supply House. Ask for Bulletin F-100 
ane FLEXIBLE STEEL LACING ¢O. 
‘YAS 4690 Lexington St., Chicage 44, It. 
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Agency—Liller, ~yghlagaseaad 
RUBEROID COMPANY ...............005 
Agency—Puller & Smith’ & Ross 
RYERSON & SON, INC. wahene 
Agency—Aubrey, Moore & Wallace 
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SANDERSON & PORTER .... 64 
Agexncy—Calkins & Holden 


SON ORGANIZATION, 7. K. ...... 87 
‘William Cohen Advertising Agcy. 


SEABOARD AIR LINE RAILROAD COMPANY. 13 
Agency—The Caples Co. 
SHIMER & SONS INC., SAMUEL J. 3) 
Gamer Charles Williams Advertising 
sunennas COMPANY. ........cccce.05. 
Agency—Frank D. Webb 
peo egg an FREDERICK ....... 


SOUTHERN AIRWAYS . 
Agency—Hugh A. Deadwyler 


SOUTHERN CO os 
“Agency —Lilier, “Neal & Battle 
RAILWAY SYSTEM 
gt oa _ 
qratioten Gri: eenine casahasts aint 
STANHOPE, INC., RB. C. 2... ceecccceeees 
STONE & WEBSTER ENGINEERING CORP. .. 
Agency—Harold Cabot & Company 
SYDNOR PUMP & WELL COMPANY, INC. .. 
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TENNESSEE COAL, IRON &R.R.CO....... — 
Agency—Batten, Barton, Durstine & Osborn 


UNDERPINNING & FOUNDATION CO. ..... 
UNION TRUST COMPANY OF MARYLAND.. 
UNITED GAS PIPE LINE COMPANY ....... 
Agency—Bozell & Jacobs, Inc. 
a COMPANY 
Agency—H. ad ~-peganteed Alley & Rich- 


5 cornsten' decen Deraias & Osborn 


65 


VIENER & SONS, HYMAN ............... 
VIRGINIA BRIDGE COMPANY ........... 
VIRGINIA ENGINEERING COMPANY, INC... 


ee See ASSOCIATES ... 
MOTOR Conroranion sie 
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YOUNGSTOWN SHEET & TUBE COMPANY . 
Eshleman Co. 


22 
Agency—Griswold- 
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Wa itty years of steel making 
IN and FOR the SOUTH 


March 5, 1951, marks the Golden Anniversary of 
Atlantic Steel Company. 

From a small mill rolling hoop for rosin bar- 
rels and ties for cotton bales, employing only a 
handful of men, Atlantic Steel Company has 
grown into a full-fledged steel mill producing 
65 different products in thousands of sizes, and 
employing more than 2,000 men. 

Today the name DrxistEEL is known through- 
out the South and from California to New 
England. 

Founded by a small group of business men 


who had faith in the future and a desire to help 
build the South they loved, Atlantic Steel Com- 
pany stands today a tribute to their vision. 

Through all these years—through three major 
depressions and two World Wars—Atlantic Steel 
Company has been guided by firm business poli- 
cies that have stood the test of time. 

yyrge 

We enter our second half-century with the 
greatest expansion program in our entire history 
—the best evidence of our continued faith in the 
future and the South. 


ATLANTIC STEEL COMPANY 


ATLANTA, 


GEORGIA 











Rolling Stee! 
DOORS 


Manually, Mechanically, or Power Operated 


For shipping entrances in commercial and industrial buildings, 
loading docks and transfer docks, the rolling steel door is the 
logical answer . . . it provides maximum protection against 
intrusion and fire . . . it occupies no useable space inside or out- 
side the opening . . . its quick opening, quick closing vertical 
action, with push-button control, saves time and reduces heat 
loss . . . and, its all-metal construction assures a lifetime of 
continuous trouble-free service. Manufacturers’ specifications in 
rolling steel doors, like other products, vary widely . .. they 
govern quality of materials, workmanship, type of bearings, 
protective rust proofing, and other provisions for long life—a 
careful comparison of specifications will convince you of this. 
Complete information on Mahon Rolling Steel Doors, including 
specifications, may be found in Sweet's Files. If you do not have 
access to Sweet's, write for Catalog G-50. 


MAHON STANDARD ms THE RR. CC. MAHON COMPANY 
POWER OPERATOR 920-P Detroit 34, Michigan ~ Western Sales Division, Chicago 4, Illinois 
Representatives in all Principal Cities 


Manufacturers of Rolling Steel Doors, Grilles, and Automatic Closing Underwriters’ 
labeled Rolling Stee! Doors and Fire Shutters; Insulated Metal Walls, Steel Deck 
for Roofs, Partitions, Acoustical Ceilings, and Permanent Concrete Floor Forms. 
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ROLLING: STEEL DOORS, SHUTTERS AND GRILLES TO MEET EVERY REQUIREMENT | 


five Mahon Power Operated Rolling Steel 


Doors recently installed in the openings of on 
enclosed shipping dock ina large industrial plant. 





